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PREFACE 


This manual supplies customer engineering information 
for the CONTROL DATA®FA716-A Cartridge Disk Drive 
Controller, The controller is used with the AB107/AB108 
Computer to control the 9425 or 9427 Cartridge Disk 
Drive. The user of this equipment should be familiar with 
the computer and cartridge disk drive equipment and 
software. 


The following CONTROL DATA'^ publications may be useful 
as references: 


Publication 

Pub. No 

1733 Cartridge Disk Drive Controller 
Reference Manual 

89638000 

1784 Computer Reference Manual 

89633400 

AB107/AB108 Computer Customer Engineering 
Manual 

89633300 

I/O Specification Manual 

89673100 

856-2 CDD, CE Manuals 

70618100 

70618200 

856-4 CDD, CE Manuals 

70621000 

70621100 

System 17 Installation Manual 

88996000 
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SECTION 1 


GENERAL DESCRIPTION 


INTRODUCTION 


This section contains the functional and operational description of the 
CONTROL DAT/(^ FA71 6-A Cartridge Disk Drive Controller. 

The FA716-A Cartridge Disk Drive Controller contains the logic that 
interprets AB107/AB108 Central Processing Unit (CPU) function codes, 
controls the Cartridge Disk Drive (CDD) operations, assembles and 
disassembles 16-bit words between the CPU and the CDD, and provides the 
CDD status information to the CPU. The communication between the controller 
and the CPU is via the A/Q channel and the Direct Storage Access (DSA) 
cliannel . Each FA716-A may control as many as four CDD's in daisy chain 
configuration. 

The controller logic is mounted on five 50-PAK Printed Wiring Boards. 

The boards may be mounted in the AB107/AB108 Computer Enclosure and 
power for them is supplied by the AB107/AB108 power supply. 


FUNCTIONS 


Interrupts 

The controller may generate an interrupt due to three different conditions 
which may occur in !the controller. 

Data Interrupt 

Data Interrupt will be generated when both the Data Interrupt Request flag 
and tiie Data Status are Active. 
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End of Operation (EOP) Interrupt 


EOP Interrupt will be generated when both the EOP Interrupt Request 
flag and the EOP status are active. 

Alarm Interrupt 

Alarm Interrupt will be generated when both the Alarm Interrupt Request 
flag and the Alarm status are active. 

Protect 

When the Protect jumper plug is out, those I/O instructions not having 
the Protect bit set, will cause a Protect Violation and the command will 
be rejected. Director Status request is not rejected, if protect 
violation occurs. 

INTERFACE 


A single cable connects the controller with the first CDD, while each 
CDD has two identical interconnection plugs to enable chain interconnection. 
Figure 1-1 shows a typical CDD controller configuration. The 
interconnecting cable between the FA716-A and the first CDD is a 24 AWG 
copper wire twisted pairs cable having a length of 20 feet. The cable is 
plugged into the AB107/AB108 chassis. The standard cable between each 
adjacent CDD's is 10 feet long with connector CDC P/N 94351001 at both ends. 
Total length of daisy chain may not exceed 50 feet. The cables required 
for operation of the controller and the CDD are listed in Section 7 
(Parts Data). 
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TERMINATOR 


Each CDD requires a terminator (CDC P/N 46338700) when connected in a 
single configuration. The terminator must be placed on the last CDD 
unit in the daisy chain. 
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COMPUTER 


CONTROLLER 



Figure 1-1. Typical System Configuration 
and Interface Signals 
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INTERFACE SIGNALS 


Output Signals 

The output lines carry the following signals: 

1. Track Address Strobe (TA Strobe) 

This signal gates positioning information into the COD. The 
positioning information is contained on the TA bit lines and 
is equal to the desired track address. The controller must 
receive an On Cylinder signal before sending a TA Strobe. 

2. Track Address Bits (TA Bits 00 - 08) 

These signals are carried by nine lines and transmit the 
desired track address. 

3. Return to Zero Seek (RTZS) 

This signal initiates positioning motion to cylinder 000 on the 
leading edge of the RTZS pulse (typically 1 ysec). The RTZS pulse 
may be repeated with the following 1 imitations : 

a. An RTZS pulse may be sent whenever On Cylinder is present from 
the CDD, or 

b. An RTZS pulse may be sent without On Cylinder present if at 
least 300 msec has elapsed since the last RTZS pulse or TA 
Strobe pulse. 

4. Head Select 

Two lines carry the signal that selects one of the four recording 
heads. The signals are the binary address of the desired head 
and must be held constant during a read or write operation. 
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TABLE 1 -1 . HEAD SELECTION 


SIGNAL 

SELECTION 

(DISK) 

(SURFACE) 

0 

0 

Cartridge top head 

0 

1 

Cartridge bottom head 

1 

0 

Fixed disk top head 

1 

1 

Fixed disk bottom head 


5. Write Data/Clock 

One line carries the double frequency clock and data information 
signals to the CDD. 

6. Write Gate 

This signal enables write current. 

7. Erase Gate 

This signal enables the erase driver to pass current through the 
head erase coil . 

8. Read Gate 

This signal enables read data and clock information. 

9. Unit Select 

Four lines (one per unit) are used to select the desired unit. 

The signals or the lines must remain "on" during all communications 
with the unit except for monitoring of the seek complete or seek 
error signal. The first unit in the daisy chain is always "0", the 
second is "1", the third is "2" and the fourth is "3". 
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10. Terminator Power 


+5 Vdc 630 mA (Typical) terminator power for the COD transmission 
system is supplied by the AB107/AB108 via the controller. 

Input Signals 

1. On Cylinder 

This signal indicates that the heads have reached the desired 
cylinder and are ready to read, write or seek. On Cylinder will 
also be sent when a Seek Error has occurred. 

2. Read Data 

Data read is separated into data pulses and clock pulses. 

This line carries data pulses. 

3. Read Clock 

Read clock signals are carried on this line. 

4. Index Pulse 

This signal is the index pulse from the selected unit which appears 
once every revolution, at the beginning of Sector Zero. 

5. Sector Count 

This signal is the sector pulse from the selected unit which appears 
at the beginning of each of the 29 sectors. 
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6. Fault 

This signal indicates that the CDD has one or more of these 
fault conditions: 

a. Multiple head selection 

b. Read and write gate enabled at same time 

c. Read and erase gate enabled at same time 

d. Erase current and no write gate 

e. Write current and no erase gate 

f. Read, write or erase gates and no On Cylinder 

g. Low voltage present (below specified values) 

7. Unit Ready 

This signal indicates that the CDD is operational, i.e. cartridge in, 
disks up to speed, and heads loaded. 

8 . Seek Compl ete or Seek Error 

Four lines carry signals to indicate that the corresponding unit has 
completed a seek (Seek Complete) or is unable to complete a seek (Seek 
Error). This is a signal transmitted with or without the unit being 
selected. The Seek Complete is a static "V which is cleared by a 
selected read gate or another seek command. 

The Seek Error signal indicates that the heads have moved to an 
illegal address or that a seek was not completed within 200 msec. 

When a seek error occurs the CDD will reposition the heads to cylinder 
zero. When the heads reach cylinder zero On Cylinder will be indicated 
along with seek error (typically 125 ±55 nsec after the leading edge of 
seek error). An RTZS command sent to the unit indicating a seek error 
will clear the seek error condition, return the heads to cylinder zero, 
and enable an On Cylinder signal to be sent to the controller. 
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A Seek Error will cause the Seek Complete or Seek Error line to 
become a static "1", which can be cleared only by a Return to 
Zero Seek Command. 

9. Terminator Monitor 

This line (Slot 16, P2A05) is monitored by each unit to sense loss 

of controller power. This line is terminated by + 5Vdc through 100 
ohms at each end. In the event of controller power loss. Unit 
Select is disabled. The unit will not respond to any commands until 
power is restored. 

UNIT NUMBER 


The Unit Number is defined as the position of the COD in the daisy 
chain. This is accomplished by shifting the Unit Select lines between 
coo's, each COO in turn using the first line, as shown in Figure 1 - 2. 



CONTROLLER COO CDO COD • COD 

UNIT UNIT UNIT UNIT 

0 1 2 3 


Figure 1-2. Unit Number Select Connection 
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SECTION 2 


OPERATION AND PROGRAMMING 


OPERATION AND PROGRAMMING 

For operation and programming information refer to 1784 Computer Reference 
Manual, Publication Number 89633400, and the CDD Controller Reference Manual , 
Publication Number 89638000. 
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SECTION 3 


INSTALLATION AND CHECKOUT 

For complete installation and checkout 
information on this and other components of 
the System 17 consult: 

Publication No. 88996000 

Control Data System 17 - Installation Manual 
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INSTALLATION 


Unpacking 

1. Carefully remove wrapping from the 50-PAK controller cards. Check for 
physical damage to each card and record damage on the packing list. 

Check that part numbers agree with parts list. 

2. Remove wrapping from cables and check for physical damage. Record 
damage on packing list. Check that part numbers agree with packing 
list. 

Physical Limitations 

Care must be taken to prevent damage to the controller cards. The cards must 
not be flexed, bent or dropped. 

Power Requirements 

The controller cards require +5 vdc derived from the power supply of the 
computer. 

Cabling and Connectors 

An external interconnecting cable is available for use with the controllers 
for connection between the computer and the disk drive. The external cable 
(part no. 89700400) is 25 feet long. 

The internal cable (part no. 89700200) used between the back of the computer 
and the connector pins on the back plabe, is 15.5 inches long. 

The interrupt cable (part no. 89724702) is 13.8 inches in length. 
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The last Cartridge Disk Drive must be equipped with a terminator (CDC part 
no. 46338700). 

The total length of all interconnecting cables (including daisy chain cables) 
must not exceed 50 feet. 

The wire lists for pin assignments will be found in Section 8. 


Cooling Requirements 

The controller cards are cooled by the forced air system of the computer. No 
further cooling is required. 


Environmental Considerations 

The environmental considerations necessary for operation (or storage) of the 
controller cards are listed in the Detail ed“ Specifications of Table 1-1. 
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Preparation and Installation 

To install the controller perform the following: 

1. Inspect the enclosure, card slot, PW board slides and connector pins, 
for physical damage. 

2. Place the Equipment Number, Protect and Scanner jumpers in the proper 
positions on each card. Refer to CDD controller reference manual 
89638000. 

3. Place the interrupt cable in the applicable position on the back plane. 
Refer to Table 3-1 and the 1784 Computer System Reference Manual 
89633400. 

4. Install controller internal cable between location 16, P2, on back plane 
and the output connector at the output location provided. 

5. Install the external cable between the connector panel and CDD Unit 0. 

6. Carefully install the controller cards in the assigned card slots. 

The card must slide in smoothly. The slots must be selected as shown in 
Table 3-2. 


CAUTION 

Do not install controller cards 
in computer with power on. 


CHECKOUT 

1. Refer to the CPU/computer reference manual, publication number 89633400 
and the CDD reference manual, publication number 89638000, for operation 
of the controller. 

2. Determine that proper voltages are supplied to the controller card by 
measuring +5 vdc between test points 1 and 63 on the card. 

3. Perform diagnostics check as described in the System Maintenance Monitor 
(SMM17) Manual, Publication Number 60182000. 
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TABLE 3-1 . INTERRUPT PIN ASSIGNMENT 


The Interrupt cable will be installed 
between slot 19, connector/pin P2B18 
and any of the following positions 
selected as required: 


Line 

Slot 

Connector/Pin 

1 

25 

PIBIO 

2 

25 

P1A07 

3 

25 

P1B07 

4 

25 

P1A05 

5 

25 

P1A06 

6 

25 

P1B06 

7 

25 

P1B05 

8 

26 

P1A10 

9 

26 

PIBIO 

10 

26 

P1A07 

11 

26 

P1B07 

12 

26 

P1A05 

13 

26 

P1A06 

14 

26 

P1B06 

15 

26 

P1B05 


TABLE 3-2. CARD. LOCATIONS 


PW Board 

Location 

(slot) 

Disk Daisy Chain 

15 

Disk DSA 

16* 

Disk Selector Count 

17 

Disk Shifter 

18 

Disk A/Q 

19 

* Internal cable will be connected 

to back plane at location 16, P2. 
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SECTION 4 


THEORY OF OPERATION 


SCOPE 


Section 4 contains a functional description of 
the FA 716-A Cartridge Disc Controller opera- 
tions. A general block diagram is provided in 
Figure 4-3 and detailed timing charts are 
available at the end of this section. Section 
5 contains detailed logic diagrams for all the 
PWB's of this controller and a description of 
functional units. A general overview of the 
dynamic processes during certain functions in 
the controller are provided in Section 4. The 
diaorams and text in Section 5 focus on details 
which had to be omitted from the overview, but 
are essential to diagnostic and maintenance 
operati ons . 
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FUNCTIONAL DESCRIPTION 


General Overview 

The Cartridge Disc Controller is interfaced to 
the A/Q Channel and the Direct Storage Access 
(DSA) of the 1 784 Computer. Operations are 
initiated from the A/Q Channel and are moni- 
tored by Status and Interrupt requests. The 
DSA interface is used exclusively for the trans- 
fer of data and addresses to or from the memory 
of the computer on a cycle stealing basis. Once 
an operation has been initiated through the A/Q 
Channel it may run to completion without further 
program action. The controller accepts data 
from the cartridge disc drive (COD) in serial 
form and assembles it into 16 bit words which 
are transferred to the computer memory. Con- 
versely, the 16 bit words accepted from the DSA 
are serialized by the controller before trans- 
mission to the CDD. 

Basically the Cartridge Disc Drive is capable of 
two operations - Read or Write. Other functions 
can be considered as derivatives of these basic 
functions. The Compare function reads data from 
tTie disc and compares it with data input from 
the memory of the computer. 
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The Checkword Check Operation reads data and 
compares the checkword previously recorded on 
the disc with the checkword generated during 
the read operation. The Write Address function, 
as the name imples, writes addresses on the 29 
Sectors of the track specified by the contents 
of the Cylinder Address Register in the con- 
trol ler. 

Eq uipment Selection 

Several equipments may share the input/output 

interface of the computer. For this reason 

jumper plugs are used on the PWB to select a 

discrete equipment number between 0 to 15 

(0-F ) for the disc controller. During the 

16 

output of a command sequence, the same equip- 
ment number is carried in bits 07 through 10 
of the Q Register. Only the controller where 
the equipment number set into the jumper plugs 
matches the bits coming from the Q Register, 
will respond to the computer with a Reply. 

The controller in turn can have up to four 
Cartridge Disc Drives. These individual CDD 
units are selected through bits 9 and 10 coming 
from the A Renister of the computer. 
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Fiqure 4-1. I/O Block Diagram 
Hperation Initiation 

All operations in the controller are initiated 
by an INP or an OTP command in the computer 
prooram. At the time that an INP or OTP 
instruction are executed, the A/Q Channel trans- 
mits the Equipment Number (Bits 7 - 10 of the 
Q Register), the W=0 condition and either the 

,4 

A/Q Read or A/Q Write signal (OTP = A/Q Read; ^ 

INP = A/Q Write). ,4 

i 

i 
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IS 


II 10 


7 6 


3 2 


0 


0 0 0 0 0 


0 0 0 0 


w 


¥ * 

EQUIPMENT FCN CODE 

NUMBER 
CODE 


Fiqure 4-2. Q Register Format 


TABLE 4-1. FUNCTION CODES 


Value set in Q 
(Bits 02-00) 

OTP 

Output from A 

INP 

Input to A 

000 

Load Buffer 

Clear Control ler 

001 

Director Function 

Director Status 

010 

Load Address 

Cylinder Address Status 

01 1 

Wr i te 

Current Word Address Status 

100 

Read 

Checkword Status 

101 

Compare 

Drive Cyl inder Status 

no 

Checkword Check 

1 1 legal 

111 

1 

1 Write Address 

1 1 legal 


Bits 0 through 2 of the Q Register define the 
contents of the A Register. Bits 7 through 10 
of the Q Register must match the equipment num 
ber setting on the PWB of the controller. The 
W Portion of the Q Register must be zero. The 
Function Codes are described in this section. 
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Record Addressinq 


Addressing of the records is under program 
control. Records within the file are accessed 
by a 16-bit File Address Word sent to the drive 
via the AQ channel. The address word is di- 
vided into four parts, the sector, disk, surface 
and cylinder. Bits 0 through 4 designate one 
of the 29 sectors within a track. Bit 5 desig- 
nates either a fixed (bit 5=1) disk, or the 
removable (bit 5 = 0) cartridge disk, and bit 
6 specifies one of two surfaces in a cylinder 
(bit 6 = 0 specifies "top" surface; bit 6 = 1 
specifies "bottom" surface). Bit 7 through 15 
desionates one of 406 cylinders within a disk. 
The File Address Word format is shown in Figure 
4-4. 


15 7 6 5 4 0 

CYLINDER 



SECTOR 


' t 

DISK N 

Y HEAD 


Figure 4-4. File Address Word 
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The file, disk, cylinder, track, and sector are 
defined as follows: 


Fi 1 e 


Disk 


Cyl inder 


T rack 


Sector 


- The file is defined as the entire 
recording surface available in the 
CDD unit. 

- The disk is defined as the entire 
recording surface on both sides of 
one disk; either the cartridge 
disk or the fixed disk, 

- The cylinder is defined as the 
recording surface on both sur- 
faces of the cartridge and fixed 
disk at a given position of the 
head positioner. 

- The track is defined as the re- 
cording surface under one read/ 
write head at a given cylinder 
posi ti on . 

- The sector is defined as one data 
record and is the smallest address- 
able section of the file. The 
sector is l/29th of a track and 
contains 1536 data bits or 96 
sixteen-bit data words. 

The sector includes head gaps and 
sync patterns in order to synchro- 
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n1ze the data between a drive and 
the controller. 

Se c to r Format 

The total sector lenoth is 2155 bits of which 
1536 bits are data. Bit assignments are as 
indicated in Figure 4-5. 

The head gap is required to allow the current 
to stabilize after turning on the read/write 
heads. The sync patterns are written as all 
zeros except for the least significant bit 
which is a 1 denoting the end of the pattern. . 
the sync pattern enables the controller to 
recoonize the start of serial data bits from 
the drive. The 24-bit Address Format is 
shown in Figure 4-6. The controller gener- 
ates and writes a checkword at the end of each 
address written and also at the end of each 
data record. The checkword is used during a 
.Read to verify the accuracy of the data pre 
viously written. If the checkword does not 
agree with that which was written, a Checkword 
Error status bit will be set. 
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HEAD SYNC CHECK HEAD SYNC CHECK TOLERANCE 

GAP PATTERN ADOR. WORD GAP PATTERN DATA WORD GAP 



SECTOR PIG, 4^6 

MARK 


Fiaure 4-5* Sector Format 
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Disk Organization 

Refer to Figure 4-7 for view of disk 


89638100 


orqanization . 


suRFAce 


SURFACE 


I 



CYLINDER 0 
CYLINDER 202 

CYLINDER 405 


0 


856-2 CDD 
856-4 CDO 


Figure 4-7. Disk Organization 
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SPECIFICATIONS 


Storage Characteristics 


Data Format: 16 bits per word 

96 words per sector 
29 sectors per track 
2 tracks per cylinder 

856-2 CDD 203 cylinders per disk 
856-4 CDD 406 cylinders per disk 

1 (or 2) disks per drive 
Up to 4 drives 


Data Capacity: 1 ,536 bits (96 words per 


per sector 

sector) 

44,544 bits 

(2 ,784 words per 

per track 

track) 

89,088 bits 

(5 ,568 words per 

per cylinder 

cy 1 i n de r ) 

856-2 CDD 18,084,864 bits 

(1 ,1 30,304 words 

per disk 

per disk) 

856-4 CDD 36,347,904 bits 

(2 ,271 ,744 words 

per disk 

per disk) 

856-2 CDD 36,169,728 bits 

(2 ,260 ,608 words 

per drive (max) 

per drive) 

856-4 CDD 72,695 ,808 bits 

(4,543,488 words 

per dri ve (max) 

per drive) 

Access Time 

Head Positioning time 

35 msec (ave) ; 
70 msec (max) 

Cyl inder-to-cyl inder 

7 msec 

positioning time 

Latency time 

25.0 msec (one 
disk revolution 

Access time (positioning 

plus latency time) 

47.5 msec (ave) 
95.0 (max) 
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Transfer Rate 


Bit rate 0.4 usee per bit 

(2.5 Mega bits/ 
sec) 

Word rate 6.4 usee per 16-bit 

word ( 1 56K words / 
sec) 


Checkword 


The checkword is a cyclic code generated from 
the data or address by the controller. The 
checkword is the remainder which is obtained 
by dividing the data or the address (which is 
taken as a code polynomial) by the polynomial; 

(Xl 2 + xH + x3 + x2 + X + 1 ) 


Example : 

1 0 1 110 1 Binary data 

or address 
record 

Xii + 0 + X'’"2...x3 + x2 + 0 + 1 Polynomial 

represen- 
tation (where 
X is a dummy 
vari abl e ) 

Record Polynomial 

Xl2 + xH + x3 + X2 + X + 1 * Quotient 

Polynomi al 
+ Remainder 
Polynomial * 
Coeffi ci ent 
of Checkword 
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These polynomials are treated according to the 
theorems of ordinary algebra with one exception, 
addition is done in modulus two. 
ixa + IXa = OXa + OXa = OXa 
ixa + oxa = ixa, oxa + ixa = l xa 

The generation of the checkword is represented 
by the diagram in Figure 4-8. 


MTAIN 



Figure 4-8. Checkword Generation 


OUTPUT FROM A OPERATION 


An Output from A operation is indicated by an 
Equipment Number match and the A/Q Write sig- 
nal. The Function Code (bits Q00-Q02) 
specifies the operation to be performed as 
shown i n Tabl e 4-2 . 


I 


4 




,1 
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TABLE 4-2. OUTPUT FROM A OPERATION 


Functi on 

Code 

Ope rati on 

Q02 

QOl 

QOO 

0 

0 

0 

Load Buffer Length 

0 

0 

1 

Director Function 

0 

. 1 

0 

Load Address 

0 

1 

1 

Wri te 

1 

0 

0 

Read 

1 

0 

1 

jCompare 

i 

1 

1 

0 

ICheckword Check 

1 

1 

1 

Write Address 


Depending on the particular Function Code and 
on the state of the controller and selected 
drive, the operation is either executed or 
rejected . 

In either case, 400 nanoseconds after the 
“ receipt of A/Q Write signal the A/Q Reply or 
Reject is transmitted. 

The operation performed and the Reply and 
Reject conditions are as follows: 
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Load Buffer Length (000) 


The Load Buffer Length transmits to the con- 
troller the binary value which represents the 
number of words to be transferred on the 
succeeding data transfer operation. During 
the execution of the OTP instruction this 
binary value is transmitted to the controller 
via the A register. If the selected drive is 
Ready, On Cylinder, Not Busy, and the Protect 
conditions are satisfied (i.e., either the 
selected drive is not protected or the sel- 
ected drive is protected and the A/Q Protect 
signal is active), the controller loads the 
value from A into the Buffer Length Counter. 

On the subsequent Read, Write or Compare opera- 
tion, the counter is decremented by one after 
each word is transmitted via the DSA. When 
the counter registers zero, the operation with 
the DSA is terminated. 

Director Function (001) 

The Director Function is used to select (or de- 
select) one of four possible disk drives and to 
select or clear interrupt enables. If the 
controller is not busy and the protect con- 
ditions are satisfied (i.e. either the 
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presently selected drive is Not Protected or 
the presently selected drive is Protected and 
the A/Q Protect signal is active) the controller 
will select the appropriate drive and establish 
the required interrupt conditions, as specified 
by the contents of the A register described 
in Figure 4-9. 


IS 


UNIT SELECT CODE- 
UNIT SELECT 


UNIT DE-SELECT- 


IIIOS 54S 




T 


NOT USED 

CLEAR INTERRUPT 

NEXT READY AND 
NOT BUSY INTERRUPT 

END OF OPERATION 
INTERRUPT 

ALARM INTERRUPT 


Figure 4-9. Selectable Interrupt 
Conditions and Unit Selection 

AO - Not Used 

A1 * 1- Clear Interrupt - This bit causes 
all the interrupt selections to 
be cleared. This bit is sub- 
ordinate to the interrupt request 
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bits A02 through A04. 


4-18 


A2 » 1 - Next Ready and Not Busy Interrupt 
Request - The selection of this 
request causes the interrupt line 
to become active when the con- 
troller becomes Ready and Not Busy, 

Note that any of the drives may be 
busy while seeking. 

A3 = >- End of Operation Interrupt Request - 
The selection of this request causes 
the interrupt to become active when 
the End of Operation Status bit is 
set. 

A4 = 1 - Alarm Interrupt Request - The 

selection of this request causes 
the interrupt line to become active 
when the alarm status bit is set. 

A5 and A6 

- Not Used 

A7 * 1- Unit De-select. This bit releases 

the selected drive unit. It is ( 

used by a protected program to 

V 

allow system control to pass to an 

unprotected program. The protected (: 

status is cleared by this bit. 

I 

The drive remains selected. 

i 
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A8 = 1- Unit Select. This bit allows the 
program to change the drive unit 
selection. The drive unit sel- 
ected is determined by bits A9 , 
AlO. 

A9 * 1- Unit Select Code. Least signifi- 
cant bit of 2 bit code. 

A1 0 = 1-Unit Select Code. Most signifi- 
cant bit of 2 bit code. 


Unit Select 

Upon detection of a valid Director Function if 
AOS = 1 the controller causes the setting of 
the appropriate stage of the Unit Select 
register as specified by bits A09 and AlO. 

If A07 = 1 the controller clear the previous 
unit selection. If both A07 and AOS are equal 
to one, the Clear takes precedence. 

Director Function will be accepted if no Write, 
Read, Compare, Checkword Check or Write Address 
is in process on any unit and Protect conditions 
satisfied for the selected unit. If any unit 
is positioning, the Director Function will be 
accepted . 
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Load Address (010) 


The Load Address function Initiates a Seek to 
the File Address specified by the contents of 
the A register described in Table 4-3. 


TABLE 4-3, LOAD ADDRESS FUNCTION 


Code 

Operati on 

AOO-04 * 

Sector Number (0-28 -|q) 

AOS 

Disk Selection (Cartridge or Fixed) 

A06 

Surface Selection ("Top" or “Bottom") 

1 

A07-15 

Cylinder Address (0-405 -jQ for 9427) 


(0-202^q for 9425) 


The Load Address function will be executed if 
neither the controller nor the selected unit 
is busy, the selected unit is Ready, On 
Cylinder and the Protect conditions are 
satisfied. 

The controller checks the cylinder address 
and sector count to insure that the addresses 
are within the bounds of the selected drive. 
If the addresses are in order, the controller 
loads the contents of the A register into the 
Cylinder Address and Sector Count Register 
and Disk & Surface selection FF. In addition 
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the Track Address Strobe and the contents of 
the Cylinder Address Register are transmitted 
to the selected drive. Upon receipt of the 
strobe, the drive initiates the Seek to the 
required cylinder. 

When the Seek is completed, the EOP status wi 1 1 
be set if the controller is Not Busy. If the 
selected drive is unable to complete the seek, 
the Drive Seek Error status will be set. 

If the cylinder address or sector count are not 
within the required limits, the Address Error 
status is set and the load of the Cylinder 
Address and Sector Count Register is inhibited. 

Note that the A/Q Reply signal is transmitted 
to the channel in all cases (i.e., even if an 
Address Error is detected), 400 nanoseconds 
after the A/Q Write is detected. After trans- 
mitting the Reply, the controller is available 
for subsequent instructions. 

The Buffer Length determines the updating of 
the address in the controller during the exe- 
cution of a particular function such as Read 
or Write. The Sector is incremented after 96 
words. At the end of the 29th sector the 
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Surfac* selection changes since the Cylinder 
consists of the upper and lower surface of 
either the cartridge or fixed disc. When the 
second track of the cylinder is filled, the 
head is moved to the next cylinder. The disc 
selection only changes with the Load Address 
function. As a practical example this means 
that a large buffer which started in the 
cartridge disc would not automatically be 
continued on the fixed disc, or vice versa. 

Write (Oil) 

The Write function transfers to the disk the 
number of words specified by the preceding • 
Load Buffer Length. The starting location oo 
the disk is that specified by the preceding 
Load Address function. If the transfer ex- 
tends beyond a full track the heads will 
automatically be moved to the next cylinder. 
The transfer is continued until either the 
Buffer Length Register indicates zero, or the 
Cylinder Address Register is incremented 
beyond the last allowable address (at which 
point an Address Error will be indicated). 



The Write function will be accepted if the 
controller and selected unit are not busy, the 
unit is Ready and On Cylinder and the protect 
conditions are satisfied. Upon receipt of the 
Write function the Write FF is set, the A/Q 
Reply transmitted and the Controller Busy FF 
set. Thereafter, the operation proceeds as in 
the Read function (See Read section) until the 
required sector is found and the SFC advanced 
to the 010 state. 

At the beqinninq of the 010 field the FLC is 
reset to zero. At count 120 the Write Gate is 
set, thereby causing the Sync area composed of 
the Write Clock ("1" pulse every T-|) and a 
Data bit stream of zeros ("0“ pulse every T 3 ) 
to be written on the disk. In addition, at 
count 120 the Need FF is set and the first two 
words of data to be written on the disk are 
read from memory via the DSA. At count 232 , 
a "1" bit (the Sync Bit) is written on the 
dffsk and the SFC is advanced to Oil, the data 
area . 
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At the beqinninq of the Oil field the contents 
of Buffer 2 are loaded into the Shifter, and 
the FLC and the Bit Counter are reset to zero. 
Thereafter the Bit Counter is incremented by 
one for every serial data bit transferred from 
the Shifter to the disk. The FLC is incre- 
mented by one for every group of sixteen bits 
’(word) tranferred. 

When the contents of Buffer 2 are transferred 
to the Shifter, the contents of Buffer 1 are 
transferred to Buffer 2 and the Need FF is set 
to initiate a DSA request for the third word. 
Thereafter, a Request is generated for every 
word transferred from Buffer 1 to Buffer 2 
until the FLC indicates that 94 -|q words have 
been transferred. At this point the Inhibit 
Need FF is set and no further DSA requests are 
made for this sector. 

As the serial data is transferred to the disk, 
it is also inserted into the Checkword circuit. 
After the last two words of the sector are 
written, the FLC indicates 96-|o and the con- 
tents of the Checkword circuit are loaded into 
the Checkword register. The contents of this 


I 
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register is the actual Checkword that was com- 
puted from the serial data written in this 
sector. Also at count 96io> the SFC is ad- 
vanced to the IOO 2 state and the 12 bit Check- 
word is transferred from the Checkword circuit 
to the disk. At count 15 the Write Gate is 
reset. At count 36 the SFC is set to the Od;e 
Idle state to await the next Sector Mark. 

Each sector is similarly processed until the 
Buffer Length Counter is finally decremented 
to zero. At this point the controller ceases 
requests for DSA Data but continues writing 
zero data on the disk until the end of the 
current sector. At the end of this sector the 
File Address is incremented to indicate the 
address of the sector following the last 
(partial or complete) sector written. 
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If during the Write operation the Bit Counter 
indicates that a new word is required by the 
Shifter, but the Buffer 2 is empty, the Lost 
Data status is set. The operation is termina- 
ted after the end of the sector in which the 
Lost Data condition was detected. 

Upon termination of the Write operation the 
contents of the various status words will be 
as described for a Read operation. 

Read ( 100 ) 

The Read function transfers to the memory the 
number of words specified by the preceding 
Load Buffer Length function. The starting 
location on the disk is that specified by the 
preceding Load Address function. If the trans- 
fer extends beyond a full track, the heads will 
automatically be switched to the second sur- 
face of the same (Cartridge or Fixed) disk. 

If the heads already reside on the second sur- 
face, they will automatically be moved to the 
next cylinder. The transfer is continued until 
either the Buffer Length Register indicates 
zero, or the Cylinder Address Register is incre- 
mented beyond the last allowable address (at 
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which point an Address Error will be indicated). 

The Read function will be accepted if the con- 
troller and selected unit are Not Busy, the 
unit is Ready and On Cylinder and Protect con- 
ditions are satisfied. Upon receipt of the 
Read function, the Read FF is set, and A/Q 
Reply transmitted and the Controller Busy FF 
is set. Upon detection of the next Sector 
Mark, the Sector Field Counter (SFC) is set 
to field OOO 2 . In the middle of the Sync 
pattern the Read Gate is activated and the 
"one" at bit 112 is searched for. When the 
"one" bit is detected the SFC is advanced to 
OOI 2 and the upper 12 bits of the File Address 
are loaded into the shifter. (See Figure 4-10). 
The address bits shifted from bit 11 of the 
shifter are compared bit by bit with the 
address read from the disk. 

If all pairs of bits match, the lower 12 bits 
of the File Address are loaded into the shifter 
and similarly compared with the address read 
from the disk. If a mismatch is detected in 
either the upper or lower 12 bits, the Address 
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GAP 

1 syncIaddress Icki-idIgap 

! SYNC 1 

DATA |cKWd|gAP 

1 GAP 1 

A 




A 

SECTOR 

MARK 




SECTOR 

MARK 


Figure 4-10. Sector Fields 
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At the beginninq of the Oil (data) field, the 
Field Length Counter (FLC) and the Bit Counter 
are reset to zero. Thereafter the Bit Counter 
is incremented by one for every serial data 
bit transferred from the disk to the Shifter. 
The FLC is incremented once for every group of 
sixteen bits (i.e., for every word) . 

When the Bit Counter indicates that a 16 bit 
word has been assembled in the Shifter, the 
word is transferred to Buffer 1. If Buffer 2 
is empty, the word is immediately transferred 
to Buffer 2 and the Need FF is set. The set- 
ting of the Need FF enables the Scanner to be 
captured, the Storage Request signal to be 
activated and the storage address to be trans- 
ferred from the Current Word Address Register 
to the DSA. Upon receipt of the Storage Resume 
signal, the data is transferred from Buffer 2 
to the memory location as specified by the 
Current Word Address. 
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If Buffer 2 already contains a word, the new 
word will remain in Buffer 1 until Buffer 2 is 
emptied. During the time that this word re- 
mains in either buffer, serial data is con- 
tinually read from the disk to theSShifter. 

The serial to parallel assembly and transfer 
to the DSA continues until the FLC is incre- 
mented to 96-|o, indicating the end of the Data 
Dield (011) of this sector. At the end of the 
data field, the SFC is advanced to 100 and the 
contents of the checkword circuit are loaded 
into the Checkword Status Register. Thus, the 
contents of the register indicate the actual 
checkword that was computed from the serial 
data read from this sector. After the Check- 
word Status Register is loaded the 12 bit data 
checkword is read serially from the disk, and 
inserted into the Checkword circuit. After 
the entire 12 bits are inserted, the Check- 
word circuit is inspected for a non-zero con- 
tent which indicates a Checkword Error. If a 
Checkword Error occurs the entire Read opera- 
tion is terminated regardless of the contents 
of the Buffer Length Register. If no Checkword 
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Error is indicated the SFC is set to the Idle 
state and the next sector is awaited. Upon 
detection of the next Sector Mark, the SFC is 
set to OOO 2 and the processing (Address Com- 
parison, Data Read, Checkword Check) of this 
sector is started. 

Thereafter, each sector is processed in turn 
until the Buffer Length Counter is finally 
decremented to zero. At this point data trans- 
fer to the memory is halted, but the data is 
continued to be read from the disk until the 
end of the current sector. At the end of the 
current sector, the Checkword is checked and 
the File Address (Cylinder Address Register, 
Surface Selection FF and Sector Counter) is 
incremented to indicate the address of the 
sector following the last (partial or complete) 
sector read. 

If during the Read operation the Bit Counter 
indicates that a new word has been assembled, 
but Buffer 1 is still full, the Lost Data status 
is set. The operation is terminated after the 
end of the sector in which the Lost Data con- 
dition was detected. 
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Upon termination (normal or abnormal) of the 
Read operation the Director Status will indicate 
End of Operation (EOP), Ready, On Cylinder and 
possibly other status. The Current Word Address 
status will indicate one more than the last mem- 
ory location written into. The True Cylinder 
Address status will indicate the Cylinder 
Address that was transferred serially from 
the disk during the last sector that was read. 

Compa re ( 101 ) 

The Compare function causes the disk controller 
to compare data read via the DSA from the 
memory with data read from the disk. The 
number of words to be compared is specified 
by a preceding Load Buffer Length function. 

The starting location on the disk is specified 
by the preceding Load Address function. As in 
the Read and Write functions, the heads will 
automatically be advanced until the number of 
words specified by the Buffer Length have 
been compared. 
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With respect to the transfer of serial data 
from the disk, the Compare function operates 
identically with the Read function. With 
respect to the transfer of parallel data from 
the memory the Compare function operates 
identically wilh the Write function The 
actual data processing is done serially with a 
bit-by-bit comparison between the data read 
from the disk and the data read from the 
memory and converted to serial form by the 
Shifter. Upon detection of the first mis- 
match, the Compare Error status is set. How- 
ever, the comparison operation continues to 
the end of the buffer specified. 

Checkword Check (110) 

The Checkword Check function reads the data 
and checks the checkword of the entire track 
(29 sectors) as specified by the A-Register 
contents of the Load Address last performed. 

No data is transferred between th.e DSA and 
the CDD controller. 

With respect to the transfer of data from the 
disk, the Checkword Check function is identical 
with the Read function. However, no data is 
transferred from the Shifter to the Word 
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Buffers. If a Checkword Error is detected the 


operation is terminated with the File Address 
indicating the sector following the one in 

which the error was detected. 

Wri te Address tm ) 

The Write Address function causes the addresses 
to be written on the 29 sectors of the track 
specified by the contents of the Cylinder 
Address Register. 

The Write Address function will be executed 
if the controller and previously selected unit 
are Not Busy and the selected unit is Ready, 

On Cylinder, and Protect conditions are satis- 
fied. 

Upon detections of the Write Address (WA) func- 
tion, the WA FF is set and the A/Q Reply is 
transmitted to the channel, and the Controller 
Busy is set. When the Index Mark is next 
detected by the controller, the writing of the 
address field in the first sector is begun. 
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u SECTOR FIELD COUNTS 

I 0000 : 001 



Mark 

Figure 4-11. Sector Fields 
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Each sector is divided into fields as shown in 
Fiqure 4-11. The Sector Field Counter indi- 
cates which field is being operated on at the 
given time. The Write Address function Write 
fields 000 and 001 of each sector. The Tol- 
erance Gap is created by counting 120 bits 
(with the Field Length Counter) after the Index 
Mark. The Sync Pattern is then written with 
the first 111 bits equal to zero and the 112tb 
bit equal to one. At the beginning of the 001 
field, the contents of the Cylinder Address 
Register are loaded into the 16-bit Shifter 
in the format shown in Figure 4-12. 


\ N0T^<^ 

0 0 0 

CYLINDER ADDRESS 


\J \J \J 

9 BITS 


15 12 11 9 8 0 

MSB LSB 




SHIFT DIRECTION 


Figure 4-12. Upper 12 Address Bits 
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The contents of the Shifter bit 11 are written 
in serial form on the disk. After the upper 
12 bits of the address are written, the con- 
tents of the Sector Count Register and Surface 
and Disk selection FF's are loaded into the 
shifter in the Format shown in Figure 4-13. 


SHIFTER: 


V NOT ^ 

0 0 0 0 

SUR- 

FACE 

DISK 

0 

SECTOR 

COUNT 


15 12 11 8 7 6 5 4 0 

MSB LSB 


t SHIFT DIRECTION 


Figure 4-13. Lower 12 Address Bits 

Thereupon, the lower 12 bits of the address 
are shifted to the disk from the Shifter bit 
11 . 

As the Address bits are transferred to the 
disk the Address Checkword is computed in the 
Checkword Register. After the last bit of the 
address is written the 12 bits of the Check- 
word are transferred serially to the disk. 
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At the completion of field 001 the contents 
of the Sector Count Register are incremented 
by one. Thereupon, the operation awaits the 
beginning of the next sector (i.e., the next 
Sector Mark). The operation is repeated in 
the second and all succeeding sectors until 
the Sector Count is advanced to 29 -|q. At that 
point the operation is halted, the Controller 
Busy status is cleared and the EOP is set. 

Autol oad 

The depression of the remote AUTOLOAD switch 
on the programmer's console causes the CDD 
controller to transfer one complete track of 
data from cylinder zero, surface zero, disk 
zero (i.e.. Cartridge or Fixed depending on 
the state of the Head 0 Selection jumper) of 
unit zero, to the computer memory starting at 
location zero. Upon receipt of the Remote 
Autoload signal , the controller selects unit 
0, issues an RTZS , and clears to zero the 
Cylinder Address Register, Sector Count Regis- 
ter, Surface and Disk Selection FF's and CWA 
Reoister. When the RTZS is completed, the 
drive returns the On Cylinder signal. 



Thereafter, upon detection of the Index Mark, 
the controller initiates a Read operation start- 
ing at sector zero. The Read continues until 
all 29 sectors have been transferred, at which 
point the Autoload is terminated. 

INPUT TO A OPERATION 

An Input to A operation is indicated by an 
Equipment Number match and the A/Q Read signal. 
The Function Code (bits Q0-Q2) specifies the 
operation to be performed as shown in Table 

4-4. 


TABLE 4-4. INPUT TO A OPERATION 


Functi on 

Code 

Operati on 

Q02 

QOl 

QOO 

0 

0 

0 

Clear Controller 

0 

0 

1 

Di rector Status 

0 

1 

0 

Cylinder Address Status 

0 

1 

1 

Current Word Address Status 

1 

0 

0 

Checkword Status 

1 

0 

1 

] 

Drive Cylinder Status 

1 

1 

0 1 

11 legal 

1 

1 

i 

1 1 

Illegal 
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If the operation specified is not illegal, it 
is executed immediately. That is, in the case 
of the status reads, the appropriate status is 
transmitted to the A register. In the case of 
the Clear Controller, a Return to Zero Seek 
(RTZS) is transmitted to the selected unit 
and the controller is set to an idle state 
(except for the A/Q Interface control logic). 
400 nanoseconds after the receipt of the A/Q 
Read signal, the A/Q Reply signal is trans- 
mitted to the channel. When the A/Q Read 
goes inactive, the controller drops the A/Q 
Reply and ends the operation by either closing 
the gates to the A register or terminating 
the Cl ear s i qn al . 

If an illegal Function Code had been speci- 
fied the controller takes no action other 
then transmitting the A/Q Reject signal in- 
stead of the A/Q Reply. 
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Description of Input to A Functions 


A Read siqnal from the computer AQ channel de- 
fines the contents of A as an Input. The sig- 
nificance of the contents of A varies with the 
value in bits 00-02 of the Q register. 

Cl ear Controller (000 ) 

This function will clear the controller uncon- 
ditionally and will generate a Return to Zero 
Seek (RTZS) to the selected drive. This 
function must be used with discretion since a 
Clear Controller signal will stop any current 
operation. RTZS signal is issued. Busy is not 
set. Unit Select is not cleared. If the con- 
troller is not busy at the end of the RTZS, End 
of Hoeration will be set. 

Direct o r Sta tu s (001) 

This function is used to monitor the con- 
troller's oneratino status. The status infor- 
mation is loaded into the A register as shown 
in Figure 4 14. 
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15 14 13 12 It fO 9 8 7 6 5 4 3 2 t 0 


I 


DRIVE SEEK ERROR 

PROTECT FAULT 


STORAGE PARITY ERROR — 

SINGLE DENSITY 
CONTROLLER SEEK ERROR—* 

ADDRESS ERROR 

LOST DATA 
CHECKWORD ERROR 


— READY 
l- BUSY 
INTERRUPT 
i— ON CYLINDER 
>— END OF OPERATION 
ALARI1 

•NO COMPARE 
PROTECTED 


Fiqure 4-14. Director Status Format 

The controller will accept this function at 
any time. The acceptance of this function 
causes no chanqes in the status of the 
controller. 

The controller status is indicated by the 
presence of a one or zero bit in each of the 
A register bit positions. The conditions 
associated with each bit position is given 
above . 
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Ready ( A0=1 ) - This bit indicates that the 
selected drive is available and ready to oper- 
ate. The drive becomes Not Ready for the 
following reasons: 

a. Disk Pack not in drive unit. 

b. Disk drive motor not up to operating 
soeed . 

c. Read/Write heads not in operating 
position. 

d. A fault condition develops in the 
selected drive. 

This status condition will be affected by the 
operating program only if it selects a device 
physically not in the system or a device which 
is Not Ready. 

Normally, the absence of this status bit 
indicates that manual (operator) intervention 
is required at the selected drive unit. 

Busy ( A1 =1 ) - This bit indicates that the 
controller is presently involved in an opera- 
tion . 

This bit is set by the acceptance of a Write, 
Read, Compare, Checkword Check, or Write 
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Address function. 


This bit will be cleared when the controller 
has completed its operation or an abnormal 
condition is detected which aborts the opera- 
tion. Once initiated, the computer cannot 
clear the Busy condition except by a Clear 
Controller instruction. 

Interrupt (A2=l) - This bit indicates that 
the selected interrupt condition has occurred. 
The bit will be cleared by the acceptance of 
any Output from A function. 

On Cyl i nder ( A3=l ) - This bit will be set when 
the drive positioner of the selected unit is 
On Cylinder. It will be cleared if the drive 
unit is presently positioning or if a Seek 
Error is detected and the heads have not yet 
returned to cylinder zero. 

End of Operation (A4=l) - Thi s bi t wi 1 1 be set 

whenever the controller portion of an opera- 
tion is complete, or if any of the four units 
completes a seek and 30-50 Nsec after Busy 
sta'tus deactivates. 
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This bit win be cleared by an Output from 
A function. 

Alarm (A5=1 ) - This bit indicates that one of 
the following abnormal conditions has occurred: 

a. Not Ready and Busy (Alarm set immedi- 
ately). 

b. Checkword Error (Alarm sets at EOF). 

c. Lost Data (Alarm sets at EOF). 

d. Controller Seek Error (Alarm sets 
immediately) . 

e. Address Error (Alarm sets immediately). 

f. Drive Seek Error (Alarm sets immedi- 
ately). 

g. Storage Farity Error (Alarm sets at 
EOF). 

h. Frotect Fault (Alarm sets at EOF). 
Certain fault conditions in the Cartridge Disk 
Drive described in Section 1 of this manual 
will generate a DISK FAULT signal. The Alarm 
interrupt will be triggered. No status bits 
are available to sense these faults originating 
in the CDD. If the software tests of the 
available status bits do not indicate an ab- 
normal condition, the CDD must be investigated. 
An illuminated FAULT switch on the CDD will 
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give a general indication. Additional LED 
indicators on the PWB inside the cabinet can 
be consulted for specific faults. 

This bit will be cleared by any Output from A 
function. The Not Ready condition can be 
changed by manual intervention. 

No Compare ( A6°1 ) - This bit indicates that 
the data received from computer storage does 
not compare with data read from the file 
storage during a compare operation. This bit 
is cleared by any Output from A function. 

Protected (A7=°l ) - This bit is present when 
the selected unit's PROTECT switch is on. 
(Allows only programs from the protected area 
of computer storage to have access to the 
drive.) 

Checkword Error (A8=l) - This status bit indi- 
cates that the controller logic has detected 
an incorrect checkword in data read from file 
storage during a Read, Compare, or Checkword 
Check operation. This bit is cleared by any 
Output from A function. 



Lo st Data ( A9»1 ) - This bit indicates that the 
computer's DSA bus has not been able to keep 
up to the file data transfer rate during a 
Write, Read, or Compare operation. This bit 
is cleared by any Output from A function. 

Address Error (A10»l) This bit indicates 
that the controller has detected a file address 
which is beyond the limits of the file storage 
capacity received from the computer or that 
the controller has advanced the file address 
beyond the limits of the file storage capacity. 
This bit is cleared by any Output from A 
function, accepted by controller. 

The contents of the Cylinder Address register 
are not altered if the error is detected during 
a Load Address instruction. If the error is 
detected during a Read, Write or Compare opera- 
tion, the heads will be advanced one track 
beyond the limit (that is, track 405 of the 
856-4 CDD or track 203 of the 856-2 COD). 

Note, if the last sector in the last cylinder 
is addressed during a Read, Write or Compare 
operation, an Address Error will be indicated 
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after the last sector has been read, written 
or compared. 


Controller Seek Error (All°1) - This bit indi- 
cates that the controller has been unable to 
obtain the file address selected during a 
Write, Read, Compare or Checkword Check opera- 
tion. This error usually indicates a position- 
ing error, dirty heads, or defective cartridge 
disk. The positioning error can be corrected 
by doing a status check of the drive cylinder, 
comparing this with the contents of the Cylinder 
Address register (to determine if, indeed, a 
positioning error has occurred). This bit will 
be cleared by any Output from A function accepted 
by the controller. 

Single Density (A12”l) - When "one" this bit 
indicates that the selected drive is type 
856-2. When zero the selected drive is type 
856-4. 
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storage Parity Error (A13»1) - This bit indi- 
cates that the controller has received a Parity 
Error signal from the DSA bus during a Con- 
troller-DSA transfer. The operation will end 
at the end of the sector being operated on. 

This bit will be cleared by any Output from 
A function. 

Protect Fault (A14-1) - This bit indicates that 
an unprotected Read instruction initiated an 
operation to write in a protected computer 
storage area. The operation will end at the 
end of the sector being operated on. The pro- 
tected computer storage area is not changed. 
This bit will be cleared by any Output from A 
function. 

Drive Seek Error (A15=l) - This ^it indicates 
that the drive unit has detected that the 
cylinder positioner has moved beyond the legal 
limits of the file storage area (below zero 
cylinder position 0 or above cylinder position 
202 or 405 ) during a Write, Read or Compare 
function. This bit will be cleared by any 
Output from A function accepted by the con- 
troller. 
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NOTE: If the last legal sector of the last legal 
cylinder is addressed during a Read, Write or Com- 
pare operation, a drive seek error may or may not 
occur after the operation is complete, depending 
upon the revision level of the C.D.D. 

Cylinder Address Status (010) 

This function is used to monitor the file 
address , whi ch is the address of the sector, 
track, and cylinder of selected unit being 
operated in when the controller is Busy. When 
the controller is Not Busy, it represents the 
address of the sector last processed plus one. 

See Figure 4-15. The address information is 
loaded into the A register and is arranged in 
the same format used by the computer to trans- 
fer the file address to the controller. This 
function will be accepted at any time by the 
controller. 


15 7 6 5 4 0 


Cylinder 



Sector 

0-202 For 856-2 

hir 

hr 

0-28 


0-405 For 856-4 


I Di sk 


Surface 


Figure 4-15. Cylinder Address Status 

Format 


i 




I 

I 

i 

(I 


4-50 


89638100 0 




Current Word Address Status (Oil) 


This function is used to monitor the Current 
Word Address (CWA) register. The contents of 
the CWA register are loaded into the A register. 
This provides the computer with information as 
to the area in storage being transferred, or 
the location of the area already transferred 
in a previous DSA operation, such as Read, 

Write or Compare. This function will be 
accepted unconditionally at any time by the 
controller. 


Checkword Status (100) 

The Checkword Status is used to monitor the 
contents of the Checkword 2 register This 
reaister holds the Data Checkword on the last 
sector operated on. 

The Checkword Status function will be accepted 
unconditionally at any time by the controller. 


15 12 11 


0 


0 0 0 0 


CHECKWORD 


BITS 
IN A 
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Drive Cylinder Status (lOT) 


The Drive Cylinder Status Is used to monitor 
the true cylinder address Read from the disk 
on the previous Read, Write, or Compare opera- 
tion. This status word contains the cylinder 
address In bits 7 through 15. Bits 4-6 are 
unused. Bits 0-3, Seek Complete or Seek Error. 


IS 


7 6 


TRUE cVliNOER ADDRESS 



BITS IN A 


SEEK COMPLETE 3 ' 

SEEK COMPLETE 2 

SEEK COMPLETE I 

SEEK COMPLETE 0 


Four bits contain signals to indicate after 
EOP status is true, that the corresponding 
unit has completed a seek (Seek Complete) or 
Is unable to complete a seek (Seek Error). 

These bits are available without the unit being 
selected. The Seek Complete is cleared by a 
new Load Address, Write, Read, Compare or 
Checkword Check Command issued to the par- 
ticular unit. If a Seek Error occurred, bit 
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15 In the Director Status word Is set If cor- 
responding unit Is selected, It must be cleared 
by Clear Controller (I.e., RTZS to selected 
unit). 

Protect 

The Interaction between the computer and the 
peripheral controller can become somewhat com- 
plex when either or both are In a protected 
condition. For this reason Table 4-5 should 
be consulted. 

The first column deals with a 1784 computer 
In which the Protect Switch Is In the "off" 
position. In the second and third column the 
1784 computer Is assumed to have the Protect 
Switch In the "on" position. The 1733-2 Con- 
troller can be either protected (jumper plug 
removed on the Daisy Chain PWB) or unprotected. 

Of particular Interest Is the condition where 
the 1733-2 Is trying to read data from the CDD 
and writing Into a protected memory area of the 
1784. This generates a protect fault In the 
1784 which Is transmitted to the 1733-2 to 
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set the Alarm interrupt. The 1784 will not 
generate an internal Interrupt under this con- 
di ti on . 

The Write Protect feature of the CDD can be 
considered another Protect feature in the sys- 
tem, When the switch on the CDD is activated, 
it prevents the writing of data. There is no 
status indication in the controller to indicate 
that Write Protect has been activated. Should 
the controller execute a Write function it will 
run to completion in a normal manner. A Com- 
pare function must be used to detect that the 
data formerly recorded on the disk has not been 
altered. 
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TABLE 4-5 


A/Q 

I/O 


DSA 

I/O 


CONTROL DATA SYSTEM 17 CR PROTECT SCHEME 

1 784 Protect Switch Set 
1 733-2 Controller 
1 784 


P rotected Protected Protected 


Protected Output 

Reply 

Reply 

Reply 

Protected Input 

Reply 

Reply 

Reply 



Reply 

Reject 

Protected Input 

miQRH 

Reply 

Reply 

WRITE-PROT. BUFFER 
Protected Out 

mm 

Wri te 

Wri te 

WRITE-PROT. BUFFER 
Protected Out 

Write 1 

Write 

Reject 

READ-PROT. BUFFER 
Protected Out 

Read j 

Read 

Read 

READ-PROT. BUFFER 
Protected Out 

Read j 

Protect 
Fault * 

Reject 

WRITE-UNPROT. BUFFER 
Protect Out 

Write 

Wri te 

Write 

WRITE-UNPROT. BUFFER 
Protect Out 

Wri te 

i 

Wri te 

Wri te 

READ-UNPROT*BUFFER 
Protect Out 

Read 

Read 

Read 

READ-UNPROT. BUFFER 
Protect Out 1 

Read 

Read 

— - i 

Reject 


* Does not generate interrupt in 1784. 
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Figure 4-16 (a). Read and Checkword Timing 
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|t| |t 2 |r» |t4 |ti |t2 |t3 |t4 |ti |t 2 |tS |t4 |ti |t2 |tS |t4 |tI |t2 Its |t4 |ti | T2 |tS |t4 |ti |t2 |t3 

0AT4 BIT M CHECKWORO rr CHECKWORD GAP BIT GAP BIT 

OF WORD SB BIT I U SIT 12 I 3 






Figure 4-16 (b). Read and Checkword Timing 
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Figure 4-16 (c). Read and Checkword Timing 


4-58 


89638100 A 



FLC CL#CK 
(U 49 -t) 


I Tl T2 1 t 3 |t4 |ti |tI (tJ 1t4 |ti | T2 I T5 I T4 1 TI | Tt | T3 | T4 1 Tl It2 ItI I T4 I TI |t2 I TS I T4 Ui I 

tlT SVMC Sir SYNC MT SYNC MT 112 OATA ttT 

120 110 Ml ONC* TO DISK I 

^ 

L_fFtC*>ltO ^ I fFLC *»210 

^ '01 ! I2dh lift* j Ud{" 


T2 |T3 |T4 


C$mT 120 
fUiS-«) 


wlirrE «ATC 
(U20-5) 


SET neeo 


(V 22 -t| 


(NO — 
UI7 tl) 


I. A(.t TMCt ANC IN NAMltieiNOt. 

2 Ti TNNU T4ANE 100 Nt EACN 

3 ALtfATE NOmnONi Atm TO 
THE SCCTOA COUNT CANO. 


(UIN-4) 


COUNT 291 FF 
(U0>8) 


JBzl 


____Sdh 

wOitI OVN^ 

(U2t-0) 





WLii r ^ 




CLEAN orr coimrtN . 

(Uto •) 

to m on 






tSHTTER LOAOEO WITH FIAfT WONO) ^ bf 


( ui “ 10 ) 




• 000l| 


~ |[ sW.ftO' 

TMINO FOR 000 001 

rSo°*or^me* ckwOro 
CHECK IS SHOWN 
IN FIO. 


1 SFC* WT 


t 


Figure 4-17 (a). Write Timing 
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Iti 


SECT0R GATED 
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CLEAR FLC 
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Figure 4-18 (a). 


Write Address Timing 
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COUNT 12 
(U33-2) 

010 -/f 

(UT-13) 


I I04| 


i 86 { 




SFC-OlO 


SFC«IDLE <00"04»0) 
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UNTIL NEXT SECTOR SATED 


Figure 4-18 (c). 


Write Address Timing 
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Figure 4-19 (b). Compare Timing 
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1. ALL TIMES ARE IN NAN0SEO0NDS 
EXCEPT WHERE N0TEO 

2. Tl THRU T4 ARE 100 NS. EACH 

3 ALL CATE NOTATIONS REFER T0 
THE OSA CARD 


Figure 4-20 (a). Load Address Timing 
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Figure 4-20 (b). Load Address Timing 
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|t| |t2 I TS|t4 I TI I // |tI I T2 I 



NOTE 

t. ALL TIMES ARE IN NANOSECONS. 

2. Tl THRU T4 ARE lOONS EACH. 

3. EXCEPT WHERE NOTED. ALL GATE 
NOTATIONS REFER TO THE A/Q CARD 


Figure 4-21. A/Q Timing 
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I Tl I T2 I T3 I I Tl | T2 | T5 | T4 | Tl | T2 | TS | T4 | Tl | T2 | T3 | T4 | Tl | T2 | TS | T4 | Tl | T2 | T3 | T4 | Tl | T2 | T3 | T4 | 



4. THE SCANNER tS SH0WN WITH 
AN ARSITNARY PERIOD OF 160 NS 
THE ACTUAL PERIOD DEPENDS ON 
THE NUMDER OF STAGES WITHIN 
THE SCANNER LOOP. 


DURING WK , FIRST WEED 
CAUSES REO/RESUME CYCLE 
WHICH LOADS FIRST WORD 
INTO SUFFER 1. 


FIRST WORD IS TRANSFERRED SECOND WORD IS LOADED 
TO BUFF 2 AND NEED IS INTO BUFFER 2. 

GENERATED FOR A SECOND 
WORD. 


FIRST WORD IS TRANSFERRED 
FROM BUFFER 2 TO SHIFTER. 


Figure 4-22 (a). Request Resume and Double Buffer 

Control - Write and Compare 
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Figure 4-22 (b). 


Request Resume and Double Buffer 
Control - Write and Compare 
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Figure 4-23, Request Resume & Double Buffer 

Control - Read 
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UNUE99 9T»CflWi9e N0TEO 

2, riTHRU T4 AltE 100 NS, EACH 

3. ALL GATE NOTATieNS REFER TO 
THE OSA CARO UNLESS OTHERWISE 
NOTED 


Figure 4-24. Autoload Timing 


4-74 


89638100 A 



SECTION 5 


LOGIC DIAGRAMS 


KEY TO LOGIC SYMBOLS 


Publication 89723700 (Key to Logic Symbols) or equivalent, lists the symbols 
used in the logic diagrams in this manual and gives a short description of the 
functions they represent. The symbols conform generally to Control Data usage 
(Microcircuit Handbook, publication number 15006100), using the polarity logic 
convention. 

The following paragraphs describe the signal flow conventions used. 


SIGNAL FLOW 

input signals are drawn coming from the left or above; output signals are 
drawn going to the right or down. 

The signal lines are sometimes interrupted to allow logical grouping of 
components. At each such interruption one of the following indicators 
is used: 



0n<*Sheet Continuation Reference Symbols 

These symbols when used with the logic 
symbols in the following diagrams indicate 
that a connection exists between two points 
on a sheet. The arrows attached to each 
circle point from signal origin to signal 
destination. The letters, C, H, 1,0 
and P are not used Inside the circles, 
since they bear special significance on 
logic diagrams. 
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Off- Sheet Continuation Reference Symbols 


( OM SHEET 2 ) 

<i>3.6 


2.3 

( ON SHEET S) 


These symbols when used with the logic 
symbols in the following diagrams indicate 
that a common signal point exists between 
two sheets in a series of related drawings. 
These symbols point from output to direction 
of Input as shown in the illustration. The 
letters C, H, 1,0 and P are not used in 
the hexagons, since they bear special 
significance on logic diagrams. The 
number(s) next to each hexagon indicate 
the sheet (s) that the signal is continued 
from or on. For instance, the numbers 3.6 
refer to sheets 3 end 6, while 2.3 refers 
to sheets 2 and 3. It should be noted that 
the referenced sheet number(s) is always 
placed opposite the line extending from 
the hexagon . 
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Test Points 

The test point symbol on the logic diagram 
shows the connection of a test point on the 
printed wiring board (PWB). The number 
adjacent to the symbol refers to the test 
point position on the PWB at the edge 
opposite the connectors. Only test point 
one is labeled on the edge of the PWB. 


89638100 A 




i 

i 

I 



Connecting and Non-Connecting Lines 


CONNECT9M8 

LINES 


Lines connected to a common point or at a 
Junction point are shown in the upper part 
of this illustration. No more than four 
lines are connected to a common point in 
the diagrams. 


NON -CONNECTING 
LINES 


Lines crossing but not connected are shown 
in the lower part of this illustration. 


Connectors 

Connectors are represented on the logic diagram by the symbol for a female 
connector, for both input and output signals. The name of the signal is 
placed in the open end of the connector symbol (shown below), using the full 
name of the signal or the common abbreviation applicable to logic diagrams. 
The connector number, pin row and pin number are located above the line 
extending from the connector symbol. 



SIGNAL NAME 
CONNECTOR NUMBER 
PIN ROW 
PIN NUMBER 
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SHIFTER PW BOARD (DWG NO. 89615800, SHEETS 1. THROUGH 8) 


The Shifter card is divided into the following functional parts: 

1. Shifter 

2. Word Buffers and DSA Data Interface 

3. DSA Address 

4. Buffer Length 

5. Cylinder Address 

6. Status Selection 


Shifter (DWG NO. 89615800, SHEET 5) 


The sixteen bit synchronous shifter is used for all serial to parallel and 
parallel to serial conversion. The serial input is at the J-K pins of the 
159 at U6. The parallel inputs are ICO pins of U6, U22, U5 and U21 . The 
shifter is loaded (both serially and parallelly) on the rising edge of the 
SHIFTER CLOCK signal at the 2^ inputs of the 159' s. 


The parallel inputs to SHIFTER bits 0-11 come from the output of the 170 
multiplexers at U51 , 37, 36, 50 and 38 and the 189 at U35. The multiplexer 
outputs depend on the state of the SMPXO and SMPXl signals as follows: 

(See Sector D4 on drawing) 


SMPXl SMPXO 
LOW LOW 
LOW HIGH 

HIGH LOW 


Multiplexer Outputs 

MPX Bits 0-11 = zero (not used) 

MPX Bits 0-8 = (CYLINDER ADDRESS UPPER) 

CAU 12-20; MPX Bits 9-11 » zero 

rMPX Bits 0-4 = (CYLINDER ADDRESS LOWER) 

CAL 0-4; MPX Bit 5 = zero 

MPX Bits 6-7 = CAL 6-7; MPX Bit 9-11 = zero 


HIGH HIGH 


MPX Bits 0-11 = Buff 2; Bits. 0-11 
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The parallel inputs to SHIFTER bits 12-15 come from bits 12-15 of BUFFER 2 (SHEET 4). 
The parallel load takes place on the rising edge of the SHIFTER CLOCK when the 
^IFT load signal is active. 

The outputs of the SHIFTER go to the word buffers. In addition bits Sll and S15 
go to the data and address compare logic on Sector Count card. 

The shifter is set to all zeros by the CLEAR SHIFTER signal. 

Word Buffers and PSA Data Interface (SHEET 4) 

The two 16 bit word buffers, BUFFER 1 and BUFFER 2, are composed of the four-bit 
168 latches at Ul, U2, U18 and U17. BUFFER 1 is loaded from the output of the 

189 multiplexer at U3, 4, 19 and 20. The multiplexer outputs depend on the state 

of the W+C signal as follows: 

WtC Multiplexer Outputs 

LOW MPX Bits 0-15 = Shifter Bits 0-15 

HIGH MPX Bits 0-15 » DSA Data Bits 0-15 

BUFF 1 will be loaded when either the DSA -»■ BUFFER 1 or the SHIFTER BUFFER 1 
signals are active. 

BUFFER 2 is loaded from BUFFER 1 when the BUFF 1 -*■ BuFF 2 signal is active. The 
output of BUFFER 2 goes both to the shifter input multiplexers and to the sixteen 
204 DSA DATA drivers at U34, 48, 33 and 47. The drivers are enabled when the 
?JRITF ENABLE! signal is active. Since the 204 's are inverting drivers, the data 
to the DSA is active low. 

DSA Address (SHEET 2) 

The Current Word Address (CWA) counter consists of the four, four-bit 500 counters 
at U29, 30, 55 and 56. During a Read, Write or Compare instruction the CWA is 
loaded with the contents of A0-A15 when the ARCVR->CWA signal is active. The 
contents of the CWA are incremented by one on the trailing edge of the CWA COUNT 
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signal. The outputs of the CWA go to both the status selection multiplexers at 
U42, 43, 44 and 57 (SHEET 3) and to the inverters at U58, 31, 32 (SHEET 2) in the 
DSA Address interface. The DSA ADDRESS drivers (204 at U60, 59, 45 and 46) are 
enabled when the REQUEST signal is active. Because the 204 's are inverting and 
there are inverters at the output of the CWA, the DSA ADDRESS will be active high. 

The CWA is cleared to zeros by the master clear signal. 


Buffer Length (SHEET 3) 

The Buffer Length counter consists of the four, four-bit 500 counters at U13, 14, 
28 and 41, During a Load Buffer instruction the contents of A0-A15 are loaded 
into the Buffer Length counter by the BL LOAl) signal. The contents of the 
BL counter are decremented by one on the leading edge of both the SEt NEED and 
ARCVR ■* CWA signals. The counter is decremented by the A'R'CVR CWA signal once 
during each Read, Write or Compare operation. This decrementing presets the 
counter to one less than the total word count such that the BL BORROW signal 
becomes active when the last word is transferred. (The BL BORROW signal sets 
the BL = 0 on the card). 

The BL counter is cleared by the master clear signal. 

Cylinder Address (SHEET 6) 

The nine-bit Current Cylinder Address (CAU20 - CAU12) is contained in the two 
500 counters at U26 and 27 and in the 175 FF at U16-5. The five-bit Sector 

Count (CAL4 - CALO) is contained in the 500 4-bit counter at U-39 (on Sheet 7) 
and the 175 at U25-5. The Disk (CAL6) and Surface (CAL7) select bits are 
contained in the 175 FF's at U16-9 and U7-5, respectively. 

During a LOAD Address (LA) instruction the ARCVR ■> CA signal causes the load of 
A15-A7 into the cylinder address register, A6 to the surface select bit, A5 to 
the disk select bit and A4-A0 to the sector counter. 
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At the initiation of a seek operation by the LA instruction, the contents of the 
cylinder address register (via the CA 2 d - Ca 12 signals) are transferred to the 
disk file. During a R+W+C+WA operation the contents of the cylinder address, 
the sector count, and the head and surface bits are transferred to the shifter 
for the parallel to serial conversion for the address compare or address write. 

The sector count is incremented by one at the end of each sector on the trailing 
edge of the INCR SECTOR signal. When the sector count is incremented to 
29^ Q (ID-) 5 ) the INCRTA (increment track address) FF at U25-9 is set on the 
leading edge of the next T3. The output of the INCRTA FF causes the surface 
SELECT BIT.FF (CAL7) to be toggled on the next T2. If the CAL7 is set, the 
INCRTA causes the cylinder address register to be incremented by one at the 
leading edge of T4. The output of the cylinder address register is compared 
by the 524 magnitude comparator at UlO, 11 and 12 (SHEET 6 ). The SET ADDRESS 
ERROR signal becomes active if CA20 CA12 is greater than the limit for the 
selected unit according to the state of the SELD UNIT TPI 100 signal. 

The BL > CYL FF at U7-9 (SHEET 7) is set at the leading edge of T3 after setting 
of INCRTA FF if the CAL7 is already set. The output of the BL > CYL is used 
to initiate a TRACK ADDRESS Strobe to the disk file. The sector counter is 
cleared by the setting of INCRTA and on the following T3 INCRTA is reset. 

The cylinder address register, sector counter and disk and surface select bits 
may be reset by the MASTER CLEAR signal. 


Status Selection (SHEET 3) 

The CACWAO - CACWA15 signals will be equal to the contents of either the 
Current Word Address or that of the Cylinder Address Register, Sector Counter 
and Disk and Surface selection bits, depending on the state of the CARSt signal, 
as follows: 

CARST CACWA15 - CACWAO 

LOW CA20-CA12, CAL7, CAL 6 , CAL4-CAL0 
HIGH CWA15-CWA0 
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A/Q PVt BOARD (DWG NO. 89616100, Sheets 1-8). 


The A/f| card is divided into the following functional parts: 

1 . Reply/Reject Logic 

2. Function Register, Decode and Encode 

3. Interrupt and Error Logic 

4 . Checkword 

5. True Cylinder Address 

6. Status Interface 

7. CDD Interface 


Reply/Reject Logic (SHEET 2) 

The computer places the Equipment Number (in Q7 - QIO) a minimum of lOO'ns 
prior to activating the A/Q READ or A/Q WRITE signal. If the contents 
of Q7 - QIO match the setting of the Equipment Number Switches 
the EQUIPMENT NUMBER MATCH signal will be active. The reset to the 
INSTRUCTION FF (U40 - 9) will go high when A/Q (R+W), EQUIPMENT NO. MATCH 
and A/QW-0 are active and the FF will be set on the following TT. 

The REPLY ENABLE FF (U68) will be set 800ns later and the I/QWKT or 

A/Q reject will be transmitted, depending on the condition of the 

controller and the particular function code. Reply conditions for output 

function (A/Q WRITE) are DISK READY . BDSTim' . POKM . DISK ON CYLINDER 

(at U3-6 on SHEET 7) or CTRLR BUSY , POKM . DF (= DF Gated at U21-8 on SHEET 3). 

The presence of either of these conditions will cause the generation of the 

A0AF+MC (Any Output from A Function or Master Clear) at U42-8 (SHEET 6). 

The reply condition for input functions (A/Q READ) is simply ILLEGAL FUNCT 
inactive. On T3 the REPLY CONDITION (U54-8) will be captured in the 
REPLY CONDITION FF (U70). If none of these Reply Conditions are active 
the REPLY CONDITION FF is not set and when the REPLY ENABLE FF sets, 
the A/Q REJECf signal is transmitted. 
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In response to the A/Q REPLY (or REJECT) signal the computer de-activates 


the A/Q WRITE or READ which causes the REPLY ENABLE FF to reset and on 
the next T1 the EQST FF resets. The resetting of EQST generates INITQ 
(U9 - 11) which enables the setting of the CTRLR BUSY FF (DSA Card). 


Function Register, Decode and Encode 

The inputs to the Function Decoder (167 at U61 on SHEET 3) are QOO - Q02 
(function code) and the output of the A/Q READ FF (U52 - 11, SHEET 2). 

When the EQSt goes active at the enable input of the 167, the decode is 
allowed. 

Depending on whether the function is inmediately executable or requires an 
extended duration, the outputs of the Function Decode are either used 
directly or captured in the Function Register. 

The Function Register consists of the four stages of the 520 latch at 
U59 (SHEET 3) and the two FF's at U37. If the REPLY CONDITION signal is 
active, the Function Register is loaded with the appropriate outputs of 
the FUNCTION DECODE on the leading edge of the T2 following the setting 
of the INSTRUCTION FF (U40, SHEET 2).. At the same time, the BLOCK LOAD FF 
(U54-8 on SHEET 2) is set to prevent changing the contents of the Function 
Register on subsequent T2 pulses. 

The outputs of the Function Register are used directly as well as being 
encoded into the following signals: 

W + C 'j 

^ ' Where REREAD* + AUTOLOAD 2 

R + C + CC.ADR r 

R + W + C + CC.ADR 

WA-ADR 

DOF-LA-AUTOLOAD=READ*+W+C+WA+CC 

DOF-LA=R+W+C+ADDRESS 

DOF*R+W+C+LA+ADDRESS 

♦READ does not include AUTOLOAD 
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On SHEET 3 the ADDRESS FF (U40-5) Is set by the ADDRESS iNdeX signal to 
indicate that either a WA or a CC instruction is in process and the 
Index Mark has been detected. 

The Function Register and ADDRESS FF are cleared at the end of an operation 
(both normal and abnormal ) by the RESET CTRLR BU$Y • SET E0P 
signal (SHEET 2) or the MASTER CLEAR. The LA FF (U37 on SHEET 3) is 
cleared at the end of the controller portion of a Load Address Operation 
by the CLEAR LA signal (SHEET 3) from U9-6. 


Interrupt and Error Logic (SHEET 4) 

The Interrupt Enable Register consists of three stages of the 520 three-bit 

latch at U4. The latches are loaded at the leading edge of DF gated. 

The data loaded depends on the state of AOl - A04 and the previous state 

of the latches as follows: 

(a) When any of A02, A03 or A04 are high, the latches corresponding 
to the highs are set unconditionally. 

(b) When A1 is high and any of A02, A03 or A04 are low, the stage 
corresponding to the lows will be reset. 

(c) When A1 is low and any of the A02, A03 or A04 are low, the stage 
corresponding to the lows will remain in the state that existed 
before the DF Gated signal. 

These conditions are expressed logically by; 

D' * Ai + A1 . D 
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where 


0 = State of latch after DF Gated 
0 = State of latch before DF Gated 
Ai= A02, A03 or A04 

The Interrupt Enable Register is cleared by the MASTER CLEAR signal. 

On Sheet4, READY.BDST 1 FF (U20) will be set at T1 when the disk is 
ready, on cylinder and the controller is not busy. The READY. BUSY' 2 FF 
U20 will be set at the following T2. The Q output of RtADY*BUSY 1 is 
ANDed with the Q output of READY •BU'SY 2 by the 141 at U2 along with the 
output of the NEXT READY NOT BUSY ENABLE. The resulting 100ns pulse 
at the output U2 - 12 sets the INTERRUPT FF which, in turn, causes the 
generation of the A/Q INTERRUPT signal. 

Similarly, the INTERRUPT FF (Ul-8 and 11) will be set to indicate the end 

of an operation if either of the E0PM • CTRLR BUSY or RESET CTRLR BUSY SET E0P 

signals at U58-8 is active and the E0P Enable (on Disk DSA) is set. 

The INTERRUPT FF (U1) will also be set by the 100ns pulse resulting from the 
ANDing of the Q output of ALARM 1 (U5-9), the Q of ALARM 2 (U5-6) and ALARM 
ENABLE at U2-8. ALARM 1 FF is set by the output of the ERROR FF. The 
ERROR FF will be set by any one of the following: 

(a) CONTROLLER BUSY -DISK NOT READY 

(b) CONTROLLER SEEK ERROR 

(c) ADDRESS ERROR 

(d) DRIVE SEEK ERROR 

(e) E0S • (STORAGE PARITY ERROR + PROTECT FAULT! 

(f) E0S • (CHECKWORD ERROR + LOST DATA) 
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The ERROR FF is reset by the setting of the ALARM 2 FF or by the 
MASTER CLEAR signal. 

The Q output of ALARM 1 is ANDed with the ^ output of ALARM 2 at U6 - 3 
(SHEET 4) to result in the signal, SET ALARM. This 100ns signal both 
sets the ALARM FF and generates the RESET CTRLR BUSY-SET E0P signal on 
Disk. The ALARM FF is reset by A0AF+MC . 

The DISK SEEK ERROR, and CONTROLLER SEEK ERROR FF's (U63, U6 on SHEET 6) 
are set when the corresponding "set" signal becomes active. The PROTECT 
FAULT and STORAGE PARITY ERROR FF's are set when the corresponding error 
signal and the DSA connected signal are active at the trailing edge of the 
CWA COUNT* ( resume ) signal. These four error FF's are cleared by A0AF+MC . 

Checkword (SHEET 5) 

The twelve bit Check Word Shifter consists of the four stages of the 
520 at Ull, the two 159 Synchronous Shift Registers at U13 and U14 and 
the 175 at CHECKWORD 2 (U8-5). Serial data enters the Checkword via the 
INPUT CKWD signal. The CKWD SHIFT signal (from Sector Count card) causes the 
shift of Checkword. The inputs to bit zero, one, two, three and eleven are 
from the outputs of the 149 Exclusive OR's at UlO and U17. The 
Exclusive OR's perform a modulo two addition (half-add with carry 
discarded). The serial input to the Checkword is blocked by the 
W CKWD (Write Checkword) signal when the Checkword is being written 
onto the disk. 

At the output of the Checkword Shifter is combinational logic to check 
that the contents of the Checkword are all zeros. During Read, Write or 
Checkword Check operations the DATA CWiD ERROR FF (at U8-9) will be set 
if the Checkword is not zero at the T2 when the SAMPLE CHECKWORD signal 
is present. 
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The DATA CKWD ERROR FF will be reset toy A0AF+MC. The signal ADOR. CKWD - 0 
win be active if the Ckwd is zero after reading the Address Checkword 
during a Read, Write, Compare or Checkword Check operation. 

The 12 bit CHECKWORD 2 register consists of the 4 stages of the 500 at U28 
and the 8 stages of the 168 at U30. When the LOAD CKWD 2 signal is 
active, the contents of the Checkword are loaded into the Checkword 2 
register. The Checkword 2 register is cleared by the MASTER CLEAR signal. 


True Cylinder Address (SHEET 8) 

The 9 bit True Cylinder Address (TCA) Shift register consists of the two 
159 Shift registers at U15 and U16 and the FF at U68-5. The TRUE CYLINDER 
ENABLE FF (U54) is set during Read, Write, Compare and Checkword Check 
operation when the CAU -»• SHIFT signal is active. The output of the TRUE 

CYLINDER ENABLE FF enables the shifting of the TCA register at T4. The 
serial input to the TCA shifter is from the READ DATA signal. The TCA 
register is cleared by the MASTER CLEAR signal. 


Status Interface (SHEET 6,7) 


The 170 multiplexers at U30, 31, 32, 45, 46, 47, 48 and 49 allow the 
selection of one out of four groups of 16 bits for input to the A register. 
The selection depends on the state of the four status functions (from the 
Function Decode) as follows; 


LOW LOW 
LOW HIGH 


Multiplexer Outputs 

Bits 0-11 = Ckwd 0-11; Bits 12-15 = 0 
Director Status: 


Bit 0 = READY 

Bit 1 = CTRLR . 

Bit 2 = INTERRUPT FF 

Bit 3 = BISK ON CYL. 
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Multiplexer Outputs 


Bit 4 = E0P 

Bit 5 = ALARM FF 

Bit 6 = DATA NO COMPARE 

Bit 7 = SELECTED UNIT PROTECTED 

Bit 8 = DATA CKWD ERROR 

Bit 9 = LOST DATA 

Bit 10 'ADDRESS ERROR 

Bit 11 'CONTROLLER SEEK ERROR 

Bit 12 'SELECTED UNIT TPl 100 (Single Density) 

Bit 13 'STORAGE PARITY ERROR 
Bit 14 'PROTECT FAULT 
Bit 15 'DRIVE SEEK ERROR 

HIGH LOW Bits 0-15 = Current Word Address 0-15 

HIGH HIGH Bits 0-3 ' SC0SEO-3 (Seek Complete or Seek E^rror) 

Bits 4-6 ' 0 

Bits 7-15 * TCA 7-15 (True Cylinder Address) 


The output of the multiplexers are transmitted to the A/Q channels A 
register via the 204 drivers. The drivers are enabled when A/Q READ 
and EQST are active. Since the drivers are inverting the data to the 
A register is active low. 


CDD Interface (SHEET 4) 

Four signals from the Cartridge Disk Drive (CDD) are received by the 
four stages of the 902 at U56. Disk Ready, Disk Fault, Set Drive Seek 
Error and Read Data are used on the A/Q card. In addition READ DATA 
is transmitted to the Sector Count card. 
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PSA PW BOARD (Logic Diagram 89617300, Sheets 1-8). 

The DSA Card is divided into the following functional parts: 


1. 

Scanner 

2. 

Request/Resume 

3. 

Double Buffer Control 

4. 

Clock Generation 

5. 

Load Address and Track Address Strobe 

6. 

Controller Busy /EOF 

7. 

Autoload 

8. 

CDD Interface 

9. 

Controller Seek Error Detection 

10. 

Sector and Index Gated Generation 

11. 

Master Clear 

Scanner 

(SHEET 2) 


The SCAN FF U63-11 and 8 represents one stage of the distributed scanner. 
The appropriate jumper is inserted to indicate the controller's position 
relative to the other controllers attached to the DSA. 

The stages of the scanner are attached such that the setting and 
resetting of one causes the setting and resetting of the next, except for 
the first to middle stage connection. In this case, the setting of the 
first causes the resetting of the middle. The resetting of the first, 
causes the setting of the middle. This setup results in a Scan pulse 
being transmitted from one stage to the next. The jumpers determine from 
which direction a given stage will receive the pulse and to which direction 
it will transmit the pulse. 
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When the controller wishes to send or receive data, the NEED FF is set. 

Upon the next setting of the SCAN FF, the HALT FF is set to prevent the 
resetting of the SCAN FF. The REQUEST FF is set on the next transition 
of the scanner pulse. When the RESUME is received from the DSA Channel, 
the HALT FF is reset and the scanner oscillation is allowed to continue. 

Request/Resume (SHEET 2) 

For each word of Read or Write Data to be transmitted, the controller 
sets the NEED FF via the SET NEED signal. After the scanner is Halted 
and captured, the REQUEST FF is set. The setting of the REQUEST FF 
generates the DSA REQUEST signal to the computer, and in the case of a 
Read instruction, if the RESUME from the previous memory cycle is inactive, 
also sets the WRITE ENABLE FF. 

The WRITE ENABLE FF causes the generation of the DSA WRitE ENABLE signal 
to the computer. Upon receipt of the DSA RESUME signal, the DSA CONNECTED 
FF is set and the NEED FF is reset. The DSA CONNECTED FF is reset by 
the trailing edge of the RESUME signal. The WRITE ENABLE FF is Reset by 
the resetting of DSA CONNECTED. 

The DSA PROG. PROT. signal is active during a write to the computer when 
the ULT. SOURCE PROT'd (Ultimate Source Protected) FF on the disk daisy 
chain has been previously set. 

Double Buffer Control (SHEET 3) 

During Write or Compare instruction, the BUFF 1 FULL FF is set by the 
trailing edge of the SSA+SUFTT signal. If the BUFF 2 FULL FF is not set, 
the BUFF 1 -*• BUFF 2 will be set at the next Tl. The output of this FF 
allows the transfer of data from BUFFER 1 to BUFFER 2 on Disk, Shifter. 

The setting of BUFF 1 -»■ BUFF 2 allows the resetting of BUFF 1 FULL and the 
setting of BUFF 2 FULL at T2. At the T3 the BUFF 1 BUFF 2 FF is reset. 
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The BUFF 2 FULL FF (SHEET 3) is reset when the data Is transferred from 
the BUFFER 2 to the shifter when the signal 16 BITS .011 (from Disk 
Sector Count) becomes active. 

During a Read instruction the BUFF 1 FULL FF is set when data is 
transferred from the shifter to the BUFFER 1 by the SHIfT BUfF 1 
signal. The BUFF 1 -»• BUFF 2 FF is set and cleared as in Write and 
Compare operations. The BUFF 2 FULL FF is set by the BUFF 1 BUFF 2 

signal and cleared after data is transferred to the DSA at the trailing 
edge of the DSA CONNECTED signal. 

During Write or Compare operations the LOST DATA FF will be set if 
BUFF 2 FULL is not set at the time that the 16 BITS .011 signal becomes 

active and neither BL = 0 nor INHIBIT NEED is active. During a Read 

operation the LOST DATA FF will be set if the BUFF 1 FULL FF is set 
at the time that the SHUNTER ^ bUFF 1 signal becomes active. In all 
cases the LOST DATA FF is reset by the A0AF+MC signal 

The DSA PRIORITY signal is active in the Oil field if during a Read, both 
BUFF 1 FULL and BUFF 2 FULL are set or, during a Write or Compare, both 

BUFF 1 FULL and BUFF 2 FULL are reset. 

The signals SMPXSl and SMPXSO are used on Disk, Shifter, to control the 
multiplexer at the parallel input to the shifter. These signals depend 
on the states of the CAL SHIFTER and CAU -*■ SHIFTER (from Disk, Sector 
Count) and the output of the 140H at U12-8 (on SHEET 4). 
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Clo ck Ge neration (SHEET 4) 

The Clock Generation logic produces a four phase clock, 100 ns per phase. 
When writing to the disk (i.e. Read Gate is not active) the 20 MHz 
oscillator is the source of the clock. The 20 MHz signal is divided in 
half by the J0HNO FF. The output from the J0HNO FF is fed to the clock 
input of J(JfHNl and J0HN2. These two FF's are connected such that the 
output of JOHNl is a square wave with a 400 ns period; the output of J0HN2 
is the same square wave, 100 ns out of phase with the first. The 
combinational logic then selects the proper portions of the two square 
waves to produce the required clock pulses. The 242H's are in parallel 
for drive purposes. 

During Read operations (i.e. READ GATE active) the source of the clock is 
the VCO output (nominally 10 MHz) synchronized with the READ CLOCK 
This signal is fed to the clock inputs of J0HN1 and J0HN2, which results 
in the required clock pulses. 

Load Address and Track Address Stro be (SHEET 4) 

The FF LAI is set at the leading edge of T3 after the LA signal 
(from A/Q card) becomes active. LA2 is set 400 ns later at the next T^. 

The signal ARCVR -*■ CA will thus be active at the T4» after the T^ on 
which LAI was set if ADDR. ERROR is not active. At T2» the Track Address 
Strobe Counter (TAS Counter) will be loaded with the count IIIO2 and the 
INHIBIT COUNTER FF will be reset. Thereafter the TAS counter will be 
decremented by one at the trailing edge of each T4. When the count equals 
IOOI2 the INHIBIT COUNTER FF is set and the decrementing of the TAS 
counter is blocked. Thus, the signal TAS INT is active from count 1110 
to count 0111, (i.e., for 1.9 ysec). The signal TAS EXT. is active from 
count 1110 to count 1011, (i.e., for 1.1 ysec). 

The signal LAE0P (sheet 5) is generated to indicate the end of the control 1 
portion of a seek operation initiated by an LA instruction. The FF LAE0P1 
(SHEET 7) is set in the normal case when the signal ON CYL. drops after the 
Disk File receives the new track address. In the case where the new track 
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address equals the old track address, the ON CYL does not drop and the 
LAE0P1 FF will be set by the trailing edge of the TAS INT. signal. In 
both cases the FF LAE0P2 will be set at the leading edge of the 
following T 3 . The setting of LAE0P2 causes the reset of LAE0P1. The 
LA DIFF = 0 CLEAR BUSY M is active when the LAE0P2 FF is set and the 
ON CYL signal has remained active. 

Control l er Busv/EOP (SHEET 5) 

The CTRLR BUSY FF is set at the first T] after the initiation of Read 
(not including Autoload), Write, Compare, Check Word Check and Write 
Address instructions. The FF remains set until the operation ends 
(normally or abnormally). The normal end to Read, Write and Compare 
operation is at SECTOR GATED*BLb 0 , The end of WA and CC operations is 
Indicated by the ADDRESS E0I’ signal becoming active. Abnormal terminations 
are indicated by the SET ALARM signal. The same conditions that reset the 
CTRLR BUSY FF set the CTRLR E0P FF. The output of the CTRLR E0P FF is 
ORed with the E0PM- NUT CTRLR BUSV signal to yield the E0P STATUS signal. 

The end of the controller portion of an LA instruction is indicated by the 
LAE0P signal. CllaR LA causes the resetting of LA FF on the A/Q card. 

An abnormal end to a seek operation causes the resetting of the appropriate 
UNIT BUSY FF on the Daisy Chain card, via the CtRLK BUSY signal. 

Autoload (SHEET 5) 

The depression of the Remote Autoload signal causes the generation of the 
REMOTE AUTOLOAD pulse. The trailing edge of this pulse causes the Trailing 
Edge Detector (TED) FF (SHEET 5) to set. At the next Ti the AUTOLOAD 1 FF 
will set. At the detection of the INDEX GATED and ON CYL signals AUTOLOAD 2 

will set. Between the setting of AUTOLOAD 1 and AUTOLOAD 2 and START AUTOLOAD 

signal (U54-8 on SHEET 5) will cause the generation of MASTER CLEAR to the 
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controller and a RTZS (U19-5 on Sheet 8) to the drive. The setting of 
AUTOLOAD 2 (SHEET 5) clears the TRAILING EDGE DETECTOR FF. AUTOLOAD 1 
is cleared at the next T-|. The AUTOLOAD 2 FF remains until the end of 
the track being read is indicated by the INCRTA signal. 

CDD Interface (SHEET 6,7) 

Sixteen signals are transmitted from the controller to the disk driver 

e 

via the 180 transmitter. Four signals are received from the disk 
drives by the 902 receivers. In addition, the remaining signals in 
the CDD/Controller interface are passed via 12 pins on connector P2, 
with no connection to the DSA board itself. Finally, the presence of 
controller power is indicated by the Terminator Monitor signal which 
is simply connected to +5V via a lOOn resistor on the board. 

Controlle r Seek Error Detection (SHEET 7) 

The Controller indicates a seek error if, during Read, Write, Compare 
or Checkword Check operations, three revolutions of the disk occur 
without an E0S (End of Sector) signal being detected. The first INDEX 
GATED sets the REV 1 FF, The second INDEX GATED clears the REV 1 FF 
which sets the REV 2 FF. The third INDEX GATED sets the REV 1 FF 
again. The presence of REV 1 and REV 1 and REV 2 set and the INDEX GATED 
signal cause the generation of the SET CoNY SEEK ERrOr signal. The 
presence of the E0S signal inhibits the counting by resetting the REV 1 
and REV 2 FF's. 
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Sector and Index Gated Generation (SHEET 7) 


A three hundred nanosecond pulse is generated upon the detection of 
both the Index Mark and each of the Sector Marks. The SECTOR MARK 1 
FF sets at the first Jz sector and ON CYL signals become 

active. The SECTOR MARK FF sets at the next Ti. Between the setting 
of SECTOR MARK 1 and 2 the SECTOR GATED signal is active. The INDEX 
GATED signal is generated in an identical manner. 

Master Clear 

The Master Clear signal is generated by the presence of any of the 
CLEATT'CTTOr, AQMC, or START AUTOLOAD signals. The CLEAR CTRLR and 

START AUTOLOAD also cause the generation of the RTZS signal. 
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SECTOR COUNT PW BOARD (Logic Diagram 89618200, Sheets 1-5). 

Each of the 29 sectors on a track is divided into five distinct fields 
as shown in the Figure 5-7 below. 



SECTOR SECTOR 

MARK Figure 5-7. Track Fields (WA R+W+Ch-CC) MARK 

The fields are numbered OOO 2 through IOO 2 and are counted by the Sector 
Field Counter (SFC) at U7 (SHEET 3). Within each field the number of 
bits are counted by the Field Length Counter (FLC) at U18 and U2. Within 

the data field the Bit Counter at U9 counts bits and gives an indication for 
every group of 16 bits (words). The FLC then counts words by being incremented 
once for each group of 16 bits indicated by the Bit Counter, 

Sec tor Fie ld Counter (SFC) (SHEET 3) 

Before an operation is initiated the SFC is held in the Idle state (QOO thru 
Q04= zero) by the inactive D0F signal at U14. When an operation is initiated 
the D0F becomes active at U22-12. At the leading edge of the next Sector Gates 
(S6) signal the Start SFC FF at U22-9 is set. At the T4 of the same SG 
signal the Shifter (at U7), receives a Clock pulse and a "one" is entered 
into the first stage of the Shifter. This "one" represents the "000" state. 
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At the following T3 » the START SFC FF Is cleared. Thereafter, the 
initial "one" is shifted right at the leading edge of T 2 the end 
of each field. Each stage of the shifter thus represents one of the 
counts OOO 2 thru IOO 2 . 

When the processing of a particular sector is completed, the Shifter 
is set to all zeros (the "Idle" state) by the appropriate input at U14. 

Field Length Counter (FLC) (SHEET 3) 

At the beginning of each sector, the FLC is cleared to OO 115 by the 
SECTOR GATED signal at U54-11. The FLC is also cleared at the beginning 
of each field within the sector by the INCR SFC signal at U54-9. The 
INCR SFC signal is active during the T 2 on which the SFC is incremented. 

Thereafter, the FLC is incremented by one at the trailing edge of each 
T 3 except in the Oil field. In the Oil field the FLC is incremented at 

the trailing edge of T 3 when the signal 16 BITS COMPARE + Ts BITS COMPARE 

(U43-8) is active. 

The outputs of the FLC are decoded into various signals by the 167 
one-of-sixteen decoder and the 203H at U3, U19 and U33. 

Read, Compare and Checkword Check (SHEET 4) 

SFC»000: FLC counts from zero to 232^g* At countl53jg (midway through the 
Sync area) the SEARCH SYNC (U21-5) and READ GATE (U20-9 SHEET 2) FF's are set. 
At count 232 the READ SYNC bit is detected and indicated by the setting of 
the READ SYNC BIT 1 FF (U6-9) at a T 4 . The setting of the READ SYNC BIT 1 
FF causes the SFC to advance to OOI 2 . the FLC and Bit Counter to be 
cleared to zero, the CLEAR CKWD to be active and the SEARCH SYNC FF to be 
reset. In addition the load of the upper order 12 bits of the address to 
the Shifter is enabled by the CAU-^SHIFT signal (Ull-11). 
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SFC=001: The FLC counts from zero to 36 tq- Counter counts 

from zero. When the Bit Counter advances to a count of 1100, the signal 
12 BITS (U39-8 on SHEET 3) enables the load of the low order 12 bits of 
the address to the Shifter via the CAL -*■ SHIFT signal (U58-12 on SHEET 2). 

Each of the 24 Address bits loaded into the Shifter is compared with the 
corresponding bit read from the disk. The DATA STRETCHED FF (U30~5 SHEET 2) is 
set at T3 when a "one" bit is read from the disk. At the following T-j the 
state of the DATA STRETCHED FF is compared with the state of the Shifter 
bit 11 (Sn) by the "Exclusive OR" at U31-8. If Sn does not equal DATA 
STRETCHED, the FF ADDRESS NO COMPARE U32-9 is set. The setting of the 
ADDRESS NO COMPARE FF clears the FLC and forces the SFC to the Idle 
state. Nothing further occurs until the next SECTOR GATED. If each pair 
of Address bits is equal, the controller continues to process this sector. 

At FLC Count 24, the Bit Counter is cleared and at T 2 , the CHECKWORD FF 
(U32-5) is set. 

From Counts 25 through 36 the Checkword from the disk is passed through the 
Checkword logic (on A/Q card). If there is a Checkword Error, the signal 
ADDR CKI\ID=0 will be inactive at 1)26-13 (SHEET 3). This causes the FLC to be 
cleared and the SFC to be set to the Idle state until the next Sector Gated. 

If there is no Checkword Error, the FLC count 36 will cause the Read Gate 
to reset and the SFC to advance to 010. 

SFC=010: The FLC counts from zero to 232]o* count 178]o The SEARCH SYNC 

and READ GATE FF's are set. At count 232 the Read Sync Bit is detected and the 
READ SYNC BIT 1 FF (SHEET 4) is set. The setting of the READ SYNC BIT 1 FF causes 

the SFC to be advanced to Oil, the FLC to be cleared, SEARCH SYNC FF to be 
reset, the CLEAR CKWD to be active and the Bit Counter to be loaded with the 
count OOOI 2 , or in the case of a Compare operation to be cleared to OOOO 2 . 
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SFC=011: Serial data is received on the READ DATA signal and transmitted to 

the Shifter via the DATA signal (U29-8 on SHEET 4). The Bit Counter is incremented 

once for every bit. In Read or Write operations when sixteen bits have 

been transferred, the signal 16 BITS allows the FLC to be incremented. In 

compare operations the signal "15 BITS" allows the increment. Thereafter 

the FLC is incremented once for every group of 16 bits. The signal 

SHIFT -> BUFF 1 causes the transfer of the word from the Shifter to the Buffer 1. 

In the case of a Compare operation, data read from the disk is compared with 
data received from the DSA. The comparison is executed bit by bit by the 
"exclusive or" at U31 on SHEET 2). If a mismatch is detected between S-|g and DATA 
STRETCHED the DATA NO COMPARE STATUS FF (U30-9) is set. The processinq of 
the sector continues. If no mismatch is found, the comparison operation 
continues until either the data field is completed or the INHIBIT COMPARISON FF 
if set. The INHIBIT COMPARISON FF (U25-5 on SHEET 5) is set by the leading edge of 
16 BITS *011 when the Buffer Length is zero and the BUFFER 2 FULL signal is 
inactive; that is, irunediately after the last word to be compared is completed. 

The INHIBIT COMPARISON FF is reset after the comparison operation is 
completed when che R+W+C signal drops and 16 bits is present. 

At FLC Count 96 the SFC is incremented to 100 and the FLC and Bit Counter 
are cleared to zero. In addition the LOAD CKWD 2' signal is generated to 
cause the transfer of the checkword from the checkword logic to the 
Checkword 2 register (A/Q card). 

SFC*100: When the FLC count 15 becomes active, the Read Gate is reset. 

At count 12 the Sample Checkword signal is generated. At Count 24 the 
INCR SECTOR signal is activated. The trailing edge of this signal causes 
the increment of the File Address (Sector Counter and Cylinder Address 
Pvegister). At Count 32 the E0S pulse is generated. At Count 36 theADDR. 

NO COMPARE FF is set, thus forcing the SFC to the Idle state until the next 
sector is encountered. 
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Wri te 


The Write operation is exactly the same as the Read until count 120 in 010. 
At the point the WRITE GATE FF (U20-6, Sheet 2) is set. The setting of the 
WRITE GATE- enables the writing of the Write Clock pulses (at T-j) via 
the signal WRITE DATA U55-8 on SHEET 4. 

At the T^ after the FLC count 230 becomes active, the FF COUNT 231 is 
set, thereby generating the WRITE SYNC BIT signal at U28-6 on SHEET 2. The 
WRITE SYNC BIY causes the SFC to be advanced to Oil, the FLC and Bit 
Counter to be cleared, the tLEAR CKWD to be active and a "one" to be 
written as bit 232. 

SFC'Oll: Within the Oil field the Write operates similarly to the Read 

except that the signal 16 BITS .011 (U40-6 on SHEET 3) is used to enable 
the transfer of each word from Buffer 2 to the Shifter. In addition 
serial write data is received from the Shifter via signal SI 5 and 
transferred to the disk via WRITE DATA. 

At Count 96, the CKWD FF (SHEET 2) is set to allow the serial transfer of the 
Checkword (via CKWD 11) to the disk. 

SFC 100: The Write operation is completed similarly to the Read. The 
Write Gate is reset at the completion of the operation by the COUNT 15 
•100 signal at U26-6 on SHEET 2. 


89638100 A 


5-75 



Write Address 


SFC * 000: The Write Gate is set at count 120. The setting of the 

Write Gate causes the writing of the Write Clock pulses (at T]) via 
the WRITE DATA signal. 

At Count 230 *T4, the WKITE SYNC BIT signal is generated and at Count 232 
the Sync bit is written. 

SFC*00l: The Shifter is loaded with the address as in the Read and 

Write operation. The address is transferred from the Shifter bit 11 
by the Sll signal and transmitted to the disk via the wRltfe DATA signal. 

At Count 24 the CKWD FF is set and the Checkword is transferred serially 
from the Checkword logic via the Signal CKWD 11 and written on the disk 
via WRITE DATA. The signal WD CKWD is active during the write of the 
Checkword. 

At Count 36 the SFC is advanced to 010, the FLC is cleared, the WRITE 
GATE is reset and the signal INCR 'SECTOR is generated. 

The SFC is forced to the Idle state at Count 12 -010 by the signal at 
U60-6 (SHEET 3). The SFC remains idle until the next SECTOR GATED signal, 
at which point the address of the next sector is written. 
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Need Generatio n (SHEET 5) 


The 100 ns SET NEED signal is active once for each word transferred. 
During Write and Compare operation the SET NEED is generated for the 
first time at Count 120 in 010. Thereafter, S£t NEED is generated 
whenever BUFF 1 -*■ BUFF 2is active and neither the BL*0 NOT INHIBIT 
NEED FF is active. 

During Read operations, the SET NEED is generated whenever BUFF 1 -► 
BUFF 2 is active and the BL = 0 FF is not set. 

CWA Count (SHEET 5) 

The Current Word Address register ( on Shifter card) is decremented 
by the trailing edge of the CWA CdUNt signal (U59-6). The CWA COUNT 
is generated by the RESUME signal. 
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DAISY CHAIN PW BOARD (Logic Diagram 89617900, Sheet 1-4). 


The Daisy Chain card is divided into the follov/ina functional parts: 

1. Unit Selection 

2. Unit Busy FF's 

3. Address Error Detection 

4. Equipment Number Selection 

5. Unit Protect 

6. Unit Track Density Selection 

7. Unit Seek Complete Logic 

8. Head 0 Selection 

Unit Selection (SHEET 2) 

The rising edge of the DF GATED signal at U16-1 and the presence 

of the Select bit (A8) U16-2 allows the setting of the UNIT SELECTION 
FF's (U12). The particular FF is set according to a binary decode of bits 
A9 and AlO (A9 least significant). During Autoload, the leading edge of the 
signal TH)' AUTblloAff ANDed through U16, causes the selection of Unit 0, because 
A09 and AlO are zero. The UNIT SELECTION FF's may be cleared by the rising edge 
of the DF Gated signal and the presence of the Deselect bit (A07), ANDed. 

In addition the UNIT SELECTION FF's are cleared by the A/Q Clear signal. 

The Unit Selection signals are transmitted to the CDD via the 180 drivers 
U6 and U7. 

Unit B usy FF's 

There is one UNIT BUSY FF for each of four possible disk files. The 
BUSY FF of the selected unit is set during an LA instruction by the 
presence of the TAS EXT. (Track Address Strobe External) signal. In the 
normal case an individual UNIT BUSY FF will be reset by the rising edge of 
the SE0SC (Seek Error or Seek Complete on SHEET 3) signal. In the case where the 
selected file is already on the addressed cylinder, the selected UNIT BUSY 
FF will be reset by the leading edge of the LADIFF=0 signal (frc»n Disk). 

In the case of a Drive Seek Error or an Address Error the selected unit will 
be reset by the RESET BUSY M signal (from DSA card). The UNIT BUSY 
FF's may also be reset by the MASTER CLEAR signal. 
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The BUSY RR signal Is active when either the selected UNIT BUSY FF 
or CTRLR BUSY signal is low at U28-2, or when no unit is selected. 

Equipment Number Selection (SHEET 3) 

The Equipment Number Match signal becomes active when bits Q07 thru QIO 
match the setting of jumpers marked Q7 through QIO, respectively, A 
"zero" in the equipment number is represented by the presence of a jumper. 
A "one" is represented by the absence of a jumper. The signal is 
presented to the selected disk as a high EQUIP NO MATCH. 


Unit Seek Complete Logic (SHEET 3) 

The 520 at U8 contains one FF for each of the four possible disk drives. 
At the leading edge of the T-| after the signal SE0SC becomes active, the 
appropriate FF is set. At the leading edge of T 2 , the corresponding FF 
in U9 will set. The 100ns pulse between T-] and T 2 causes the setting 
of the E0PM FF. The E0PM FF will be reset by the A0AF+MC signal. 


Head 0 Selection (SHEET 3) 

When the Head 0 Selection jumper is present the CA'6'SM signal will be 
active when the CA6 (bit 6 of Cylinder Address register) is active. 

When the Head 0 Selection jumper is absent, the ’C'A'SSM signal will be 
active when the CA6 signal is inactive. 

Address Error Detection (SHEET 4) 

The ADDRESS ERROR FF will be set during a LA operation by the detection 
of a Sector Address greater than 28 or by a Cylinder Address greater than 
either 202 or 407, depending on the setting of the Track Density Selection 
jumpers. The ADDRESS ERROR FF (UlO-9 and 8) will be set by the 
SET AODR ERROR signal during a R+W+C operation when the Cylinder Address 
Register (Shifter card) is advanced beyond 202 or405 , depending on the 
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setting of the Track Density Selection. The ADDRESS ERROR FF is cleared 
by the A0AF+MC (any Output from A function or Master Clear) signal. 

Unit Protect (SHEET 4) 

The SEED UNIT PR0TD (selected unit protected) signal will be active if 
the Protect Selection jumper of the selected unit is absent. If the 
Protect Selection jumper of the selected unit is present, the 
SEED UNIT PR0TD signal will be inactive. 

The P0KM (Protect OK Multiple) signal will be active if the selected unit 
is not protected (i.e. jumper present) or if the selected unit is protected 
and the A/Q PROTECT signal is active. 

The UETIMATE SOURCE PROTECTED FF will be set at the leading edge of the 
Read signal if the A/Q PROTECT signal is active, or during autoload by 
the TEODTUnM signal (SHEET 2). The UETIMATE SOURCE PROTECTED FF 
will be reset at the end of the operation by the RESET CTRLft SIEV - SET E0P 
signal . 


Unit Track Density Selection (SHEET 4) 

Each disk file attached may either be a 100 TPI or 200 TPI track density. 
100 TPI is represented by the absence of a jumper and 200 TPI by the 
presence of a jumper. The SEED UNIT TPI 100 signal will be active if 
the jumper corresponding to the selected unit is absent. 
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SECTION 6 

MAINTENANCE AND MAINTENANCE AIDS 


This section gives maintenance information for the equipments listed on 
page ill. 

TOOLS AND SPECIAL EQUIPMENT 

The following is a list of maintenance tools required. 


PART 

NUMBER 

PART DESCRIPTION 

QUANTITY 

89688700 

Board Extender 

1 

89980600 

Board Extractor 

1 


Tektronix 453 or Equivalent 

1 


Vol tmeter 

1 


The publications listed below are relevant. 

Publication Pub. No . 

AB107/8 Computer Customer Engineering Manual 89633300 

1784 Computer Reference Manual 89633400 

1700 Computer System Codes Manual 60163500 

System Maintenance Monitor (SMM 17) 60182000 


MAINTENANCE 


Preventive maintenance of the controller is not required. After it is 
determined that the controller has failed, remove and replace each PW board 
by an identical problem-free board until the failed card is located. 

Refer to Section 3. After replacement, a diagnostic check should be run. 
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SECTION 7 


PARTS DATA 


PARTS DATA 

The following parts can be used to maintain the equipments listed on 
page iii. 


NAME 

NUMBER 

Disk Shifter PWA 

89912100 

Disk A/Q PWA , 

89896600 

Disk DSA PWA 

89602732 ' 

Disk Daisy Chain PWA 

89601072 

Disk Sector Count PWA 


Internal Cable Assembly 


External Cable Assy, Shielded 

89818300 

Interrupt Cable Assembly 

89724702 i 

1 

i 
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SECTION 8 


WIRE LIST 


WIRE LIST 


The included pin list is applicable to the FA716-A CDD Controller. Wire 
color, origin, destination and name of the signal normally found on that wire 
included in Table 8-1 for the internal cable and in Table 8-2 for the external 
cable. 
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TABLE 8-1 


INTERNAL CABLE 


CONDUCTOR 

IDENTITY 

COLOR 

ORIGIN 

DESTINATION 

REMARKS/ 
SIGNAL NAME 

1 

WHT-BLK 

P2A01 

1 


2 

BLK 

GND 

2 

GNO 

3 

WHT-BRN 

P2A02 

3 

SE0SC3 

4 

BLK 

GNO 

4 

GND 

5 

WHT-RED 

P2A04 

5 

mm 

6 

BLK 

GND 

6 

GNO 

7 

WHT-ORN 

P2A05 

7 

TERM M0NIT0R 

8 

BLK 

P2A31 

8 

TERMINAT0R P0WER 

9 

WHT-YEL 

P2A06 

9 


10 

BLK 

GNO 

10 

GND 

11 

WHT-GRN 

P2A07 

11 

US4 

12 

BLK 

GND 

12 

GNO 

13 

WHT-BLU 

P2A08 

13 

US3 

14 

BLK 

GNO 

14 

GND 

15 

WHT-VIO 

P2A09 

15 

US2 

16 

BLK 

GND 

16 

GND 

17 

WHT-GRA 

P2A10 

17 

READ CL0CK 

18 

BLK 

GND 

18 

GND 

19 

WHT-BLK 

P2A11 

19 

0N CYL 

20 

BRN 

GNO 

20 

GND 

21 

WHT-BRN 

P2A12 

21 

INDEX 

22 

BRN 

GND 

22 

GND 

23 

WHT-RED 

P2A13 

23 


24 

BRN 

GNO 

24 

GND 

25 

WHT-ORN 

P2A14 

25 

m 

26 

BRN 

GND 

26 

GNO 

27 

WHT-YEL 

P2A15 

27 

TAT 

28 

BRN 

GND 

28 

GND 

29 

WHT-GRN 

P2A16 

29 

TAB" 

30 

BRN 

GND 

30 

GND 
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CONDUCTOR 

IDENTITY 


COLOR 


ORIGIN 


DESTINATION 


REMARKS/ 
SIGNAL NAME 


31 

WHT-BLU 

P2A17 

31 

w 

32 

BRN 

GND 

32 

GND 

33 

WHT-VIO 

P2A18 

33 


34 

BRN 

GND 

34 

GND 

35 

WHT-GRA 

P2A19 

35 


36 

BRN 

GND 

36 


37 

WHT-BLK 

P2A20 

37 

WG+EG 

38 

RED 

GND 

38 

GND 

39 

WHT-BRN 

P2A21 

39 

W 

40 

RED 

GND 

40 

GND 

41 

WHT-RED 

P2A22 

41 

W 

42 

RED 

GND 

42 

GND 

43 

WHT-ORN 

P2A23 

43 

hOIlIF' 

44 

RED 

GND 

44 

GND 

45 

WHT-YEL 

P2A24 

45 

W 

46 

RED 

GND 

46 

GND 

47 

WHT-6RN 

P2A25 

47 

RTZS 

48 

: RED 

GND 

48 


49 

WHT-BLU 

P2A26 

49 


50 

RED 

GND 

50 

GND 

51 

WHT-VIO 

P2A27 

51 

m 

52 

RED 

GND 

52 

GND 

53 

WHT-GRA 

P2A28 

53 

m 

54 

RED 

GND 

54 

GND 

55 

WHT-BLK 

P2A29 

55 


56 

ORN 

GND 

56 

GND 

57 

WHT-BRN 

P2A30 

57 

IM 

58 

ORN 

GND 

58 

GND 

59 

WHT-RED 

P2B11 

59 

m 

60 

ORN 

GND 

60 

GND 


CONT. 
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TABLE 8-1. INTERNAL CABLE (Cont'd.) 



8-4 


89638100 A 



































CONDUCTOR 

IDENTITY 


COLOR 


ORIGIN 


DESTINATION 


REMARKS/ 
SIGNAL NAME 


31 

32 

33 


VIO 

BRN 

ORN 

BRN 

YEL 

BRN 


AX 

BC 

BB 

BH 

BJ 

BK 


61 

62 

63 

64 

65 

66 


R0\DY 

GND 

FMT 

GND 

SEEK ERROR 
GND 
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